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Makers of Books, Sellers of Books, Buyers of Books. TO PUBLISHERS, 


€ h ¢ Am eri cunt Publish ers’ Circular And others who wish to communicate with the Book Trade throughout 
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the Union. 


The American Poptisners’ Crrcucar has a large and increasing 
Published Weekly, at One Dollar a Year. circulation among Booksellers in all the States and Canada, and is 
generally referred to by every one in the Trade, for that information 
Offers the following claims to the favorable consideration of all who | which it regularly supplies. In addition to its actual subscribers, who 
are in any wise interested in literary matters, whether as dealers or comprise nearly every Bookseller in the country whose business is of 
any extent, extra copies will be sent each week to a large, selected list 
of non-subscribers, thus giving ine permanent advertisera guarantee of 
reaching every Bookseller in country. 

While the subscription has veen steadily expanding, the price for 
advertising has been diminisi*? in accordance with the intention and 
design of the Journal, to a*ord both advertiser and reader a medium 


readers. 

1. It gives a full and correct weekly list of all books published in 
the Unite? States, with the size, price, number of pages, and name of 
publishei. 

2. It contains the titles, pages, and price, of all new books published 


tn Great Britain. ‘eal , ful a for their i ld 
i : |} as economical as the most careful regard for their interests wou 
8. Each number has a full and correct list of all books announced | permit » 
as in press. : ; i 
We are in many cases specially permitted to refer to those, who 


’ s* gives ages notices -e Ay seacoast a not as having made this Journal their principal vehicle of notices to the 
ritical commentaries, but as guides to the buyer, explaining the pur- 5 es : - a.” OS ni : - 
“ 7 pes a ; A . boek atin tron Bs one od niet acl Trade, are competent by ample experience, to give evidence to its 
ee - . 5 “© | many and great advantages, 
merits. 2 7 

: ee The present rates for advertising are as follows: 
5. Extracts from New Books are given in most numbers, selected 
for their general interest. 
6. The American Pusuisuers’ CrrcuLar contains regularly a 


For Yearly advertisements. 
(These can ke changed as often as desired.) 


copious collection of current Literary Intelligence, concerning Books One Page, , . R . - $400 
and Book-Makers, compiled from the best and most authentic domes- Half ; . . ’ . : 350 
; “greiner yng Race One Column, - - - - - 150 
tic and foreig S. Hef « « ™ ‘ i ‘ = 100 
. : . . ‘ . - - - « 
7. The American Pusutsners’ Circutar is the official medium Quarter * 1 
of advertising of the great body of American Publishers, and in that From the above rates there will be no reduction. 
department alone possesses sufficient value to recommend it to the TRANSIENT—TERMS CASH. 
Trade and the Reading Public. : 
a 7 , 3 One Page, each Insertivn, - - - - $20 
N. B.—The American Pusttsners’ Crrcvxar is published week- Half “ * - - - - 12 
ly under the direction of the New Yorx Boox Pusuisuers’ Assoct- a . . . “ . . 
Ng f . - ¢ . r 
ATION at One Dollar per annum a ie A ‘ : & : 3 
This very low price has been adopted to insure its general dissemi- Eighth “ ” - - - 1 
nation among the Trapr. Transient advertisements, continued three or more times, will be 
To Booksellers who do not take the Circular, we desire to ob- | entitled to a deduction of 25 per cent. 
serve that a careful consideration of its claims will be apt to demon- Advertisements to the amount of $100, engaged in advance for 
strate that only as a mere matter of occasional convenience it is worth one year, will be entitled to a further deduction of 25 per cent. 
much more than the price of subscription, which barely covers the vi : , — 
cost of white paper. ‘ Thus a page which for one insertion is $20, would be only $15 to 
the advertiser to a yearly amount of $100; and if continued 3 times, 


But to those who regularly refer to its columns its value must be | would be only $11 25 each insertion. 
very great. This is evidenced by the fact, that since its publication 


was commenced, five years since, its subscription list has been constant- a oy eae 
ly increasing, and besides that strong presumptive evidence, we have a 
large number of written testimonials in regard to its CORRECTNESS, NOTICE. 


FULLNESS and INDISPENSABLENESS to all Booksellers whose business is 
of any consequence whatever. 

Az The American Pustisuers’ Circutar is mailed regularly 
every week. 

Booksellers not familiar with the Journal may subscribe for a less 
period than a year. Subscriptions will be taken for 6 months, 50 (=a Advertisements should be sent in on or before Wednesday of 
cents, and for 3 months, 25 cents. each week. 


Every number of the Circutar will have a large extra circulation, 
and will embrace the great majority of the Booksellers in the United 


Siates. 
—_+- © o_—_____ 
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Piterary Intelligence. 


New York Trape Sate.—This sale has progressed very finely, and at 
the time of our writing, though not closed, it may be set down as a decided 
success, We give a full account made up from the daily reports of the Com- 
mercial Advertiser, which have been very fully and carefully prepared: 

The most remote parts of the South and West were represented, buyers 
being present from Pensacola, Fla.; Dallas and Houston, Texas; Dubuque, 
Iowa; Milwaukee and Janesville, Wis.; Desmoines, Iowa; St. Louis, New 
Orleans, Chicago, &e. 





FIRST DAY, TUESDAY, 4TIL. 

Applegate & Co.’s catalogue was greatly duplicated, and increased over 
the printed lines. It comprised a cellection of the works of Dr. Adam 
Clark; Dick’s works; Addison and Steele’s works; Plutarch’s Lives ; Rollin’s 
Ancient History ; Mosheim’s Church History, and others. 

Rudd & Carleton’s catalogue consisted of the lighter style of literature: 
Michelet’s Love and Women sold very well, about 500 copies being disposed 
of. “ Doestick’s Letters,” ‘“‘ Hartley Norman,” (a new novel,) ‘‘ Two Ways to 
Wedlock,” “The Kelleys and O’Kelleys,” ‘Alexander Von Humboldt,” by 
Bayard Taylor, and other standard works, were duplicated by lots of 
hundreds. 

Dick & Fitzgerald’s catalogue was also greatly augmented over the 
printed lines, and consisted of Novelettes, &e. 

J. P. Jewett & Co., of Boston, had large lines of hundreds, which were 
frequently duplicated. 

Brown & Taggard, of Boston, had mostly juvenile books on their cata- 
logue, consisting of “ Eaton’s Arithmetic ;” “ Worcester’s Element of His- 
tory; ” “ Universal Speaker; ” “ Common School Algebra ;” “ Bentley’s Pic- 
torial Primer; ” most of which were duplicated. 

Crocker & Brewster, Boston, catalogue consisting of Latin books, of 
which 1000 volumes were sold. Andrew’s books sold wel! and were dupli- 
cated. 

Messrs. Leavitt & Allen had a very large invoice on the catalogue, con- 
sisting of the Standard Books, such as the works of Smollett, Fielding, Shake- 
speare, Scott, Byron, Milton, Pope, of which they sold within a fraction of 
$10,000. The beautiful edition of “ Hogan Thompson’s Family Bible,” sold 
well. The prices brought, ranging from $10 to $17 50. There were about 
2,000 volumes of the standard poets disposed of. The speciality of this in- 
voice consisted of the elegantly gotten up annuals and albums, 1,530 volumes 
of each being sold. 

This closed the first day’s sale, which amounted to about $22,000. 

SECOND DAY, WEDNESDAY, 5TH. 

This morning the sale opened with Mason Brothers’ invoice of miscel- 
laneous books, consisting of assorted Sacred and School Musical works, of 
which 3,500 volumes were sold. “ Webster’s Pocket and School Dictionary ” 
was in good demand ; 2,800 copies were disposed of. 

G. & C. Meriam, S;ringfield, Mass., contributed their large quarto dic- 
tionary to the catalogue; 215 volumes were sold. 

Childs & Peterson, Philadelphia.—The catalogue of this house consisted 
of *“ Alibone’s Dictionary of Authors,” Dr. Kane’s great work, (‘‘ Arctic Ex- 
plorations,”) “ Dr. Elder’s Biography of Dr. Kane,” and others, all of which 
were extensively duplicated at good prices. 

E. H. Butler & Co.’s (Philadelphia) invoice of School Books, comprised 
“* Angell’s Readers,” “ Coppee’s Elements of Logie and of Rhetoric,” ‘‘ School 
Dictionaries,” “‘ Mitchell’s Ancient and Primary Geography,” Annuals, Poets, 
Butler’s crown octavo series of elegantly illustrated works, and the beautiful 
edition of the “ Gallery of Famous English Poets.” All these works sold well, 
and were duplicated. 

Charles Scribner’s invoice brought satisfactory prices. Between 600 and 
700 of Titecomb’s books were sold, and 100 of Dr. Palmer’s magnificent “ Folk 
Songs” at $7. 

Derby and Jackson’s invoice, occupying 26 pages of the catalogue, was 
next offered. 1,960 copies of Travels and Adventures were disposed of at 
good prices. The library of Wit and Humor, consisting of ‘The Widow Be- 
dott Papers,” “ Jack Downing’s Yankee Stories,” “The Life and Sayings of 
Mrs. Partington,” and others, went off at a rapid rate. Of the library of 
standard fiction, upwards of 3,000 copies were sold. A. S. Roe’s works were 
generally duplicated until the number reached 1,000 copies. Of the whole 
series of Marion Harland’s books, over 2,500 copies found purchasers, 1,500 
copies of “ Nemesis,” by the same, were sold. Two offers were made for 500 

each of the same work at 70 cents, a difference of 24 cents, and declined by 
the publishers. 500 volumes of “ The Household of Bouverie,” a romance by 
a Southern lady, were sold at full prices in advance of publication. Of 
“ Rutledge,” over 1,000 copies brought full prices. Holiday Books, for the 
coming season, embracing “ Women of Beauty and Heroism from Semiramis 
to Eugenie,” ‘‘ Court of Napoleon,” “ Portrait Gallery,” ‘“ Loves and Hero- 
ines of the Poets,” met with general favor; over 400 copies of this series, 
ranging in prices from $6.50 to $9.00 were disposed of. 
THIRD DAY, THURSDAY, 6TH. 

This day’s sale embraced, after the close of the Derby & Jackson cata- 
logue, that of Clark, Austin, Maynard & Co. 

J. Wiley, New York, contributed publications by Downing, Liebig, Coe, 
and others, consisting of Agricultural and Scientific works, Ruskin’s “ Mod- 
ern Painters,” “ The Seven Lamps of Architecture,” and “Stones of Venice,” 
all of which sold at full prices and were largely duplicated. 

Desilver's (of Philadelphia) catalogue of school and standard books was 
largely duplicated. 
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The next and very extraordinary sale was the invoice of W. W. Hard- 
ing, Esq., of the Philadelphia Inquirer, who contributed exclusively the fine 
large quarto family Bible, in different styles of binding, ranging from No. 1 
to 54. The aggregate amount sold was $11,000. 

The invoice of the extensive house of J. B. Lippincott & Co., Philadel- 
phia, consisting of standard books, was next proceeded with. : The aggre- 
gate sale for the firm amounted to about $10,000. The selection embraced 
Chambers’s celebrated works—“ Encyclopedia,” Chambers’s Information for 
the People, &e., Standard Poets and Dramatists, Prescott’s Historical Works 
—biographieal, critical, miscellaneous, and a vast amount of other books, oe- 
cupying 25 pages of the catalogue. It was not finished at the end of the 
day's sale. Amount of day’s sale, about $28,000. 

FOURTII DAY, FRIDAY, 7TH. 

After concluding the invoice of Messrs. Lippincott, the contribution of 
Messrs. T. B. Peterson & Bros., of Philadelphia, was taken up. This is a 
valuable collection of standard ang elegantly bound books. 

Blanchard & Lea, of Philadelphia, had a large and valuable invoice, con- 
sisting of medical works, all which sold remarkably well. The invoice coy- 
ered seven pages of the catalogue, and the sales amounted to over $8,000, 
being a large advance over like invoices from the same firm at previous sales 
for the last year or two. 

Moore, Wilstach, Key & Co.’s medical publications sold well, and gener- 
ally brought good prices. Beach’s American Practice Condensed, the line 
containing 20 volumes, and duplicated to 50, Of the musical works offered 
by this firm, the ‘Sacred Melodeon,” a 75-cent book, sold the best, the lines 
duplicated to an excess of 500 copies. 

Crosby, Nichols, Lee & Co., of Boston, contributed largely, and a valua- 
ble collection to the catalogue, the chief feature of which was Macaulay’s 
History of England, vol. 1, 2, 3 and 4—of which Hume’s History of England 
—in 6 vol. sets—lined at 10 copies, was duplicated to 350, and “ Milman’s 
Gibbon’s History of Rome,” also a line of 10, was duplicated to 240 copies. 
Of the cabinet edition of Standard English Poets, in sets, 16 vols., 16mo 
size, retailing at 75 cents, 918 vols. were disposed of. The whole of the in- 
voice of this firm covered 18 pages of the catalogue, the greatest portion of 
which was sold, the aggregate amount being $6,000 realized from the contri- 
bution. 

FIFTH DAY, SATURDAY, 8TH. ; 

The first important feature of the day was the magnificent sale of Messrs. 
Ticknor & Fields’ invoice, which is said by the auctioneer to be the hand- 
somest sale made this season. Pocket editions of poets, in blue and gold, 
comprising the works of Tennyson, Longfellow, Whittier, Leigh Hunt, and 
others. 2,800 copies were sold at full prices. De Quincey’s works, of 22 vol- 
umes, 16mo, 250 copies found purchasers. ‘‘ Hawthorne’s Tales and Ro- 
mances,” 10 vols., 16mo, lined at 10 copies, were duplicated to the amount 
of 250 copies. Mayne Reid’s novels sold exceedingly well, 2,529 copies be- 
ing purchased of these productions. Of ‘‘ Norton’s Travels and Study,” 200 
copies were purchased. The ‘“ Waverley Novels,” also catalogued by the 
firm, said to be the finest edition in America, were sold very rapidly at full 
prices. The total number disposed of was 1,750 copies, (35 in a set.) 

C. M. Saxton & Barker's invoice consisted in main of Agricultural Works ; 
“Geerge H. Dadd’s Modern Horse Doctor,” line of 25 was duplicated to 250; 
of “ John C. Ennis’s Domestie Medicine,” 50 copies; and ‘‘ Langstroth’s Hive 
and Honey Bee,” 81 copies, were sold. Of “ Popular Biography,” 800 copies ; 
and Mary J. Holmes’ Works were duplicated to over 500 volumes. The mis- 
éellaneous works of this firm also sold well, and some were largely dupli- 
cated, 

W. A. Townsend & Co., New York, contributed largely to the catalogue. 
Cooper’s Works, in 14 vol. sets, superbly bound and splendidly illustrated, 
brought full prices, and 1,984 volumes of the same found ready purchasers. 

Frank Forester’s writings were very well patronized. The “ Biography 
of Daniel Boone” was duplicated to 270 copies, 25 being the amount lined on 
the catalogue. 

A leading feature of the day was G. P. Putnam’s contributions of the 
works of Washington Irving and Bayard Taylor, the aggregate amount real- 
ized therefrom being over $9,000. The binding of these volumes are from the 
common muslin to the finest encasings of morocco. Of Irving’s works 2,883 
volumes were disposed of. “Irving’s Washington,” 12mo edition, 1,275 
copies were bought. “Sunnyside” edition, printed on toned paper, of supe- 
rior style, containing 24 steel plates and wood cuts, were sold at 95 cents a 
vol. in cloth, and from $1.25 to $2.25 a vol. in the better styles of binding. 
The entire number disposed of was 2;385 copies. The ‘‘ Mount Vernon” 
edition, containing 102 steel engravings, and 270 wood-cuts, called the 
“Student’s Book,” having a margin on the leaves for notes, was extensively 
duplicated. “Irving’s Sketch Book,” 24mo, with illustrations, for holiday 
presentation, brought full prices, and was largely duplicated. ‘The catalogue 
of Mr. Putnam occupied but 4 pages, and was considered the largest sale of the 
kind ever made. 

Eyre & Spottiswoode, of New York, contributed solely Bibles and Episco- 
pal Prayer Books. Of the first 906 copies, aud the latter 425 copies were 
sold. 

SIXTH DAY, MONDAY, 10TH. 

The invoice of Moss, Brothers & Co., of Philadelphia, consisting of Poets 
and Poetry of America, by Rufus W. Griswold, Post's Biblical History of the 
Jews, The Sages and Heroes of the American Revolution, Scrap, Herbarium 
and Sketch Books, Musical Works and Albums, all met with good success. 

R. M. De Witt’s invoice consisted of Capt. Mayne Reid’s and Capt. Mar- 
ryat’s works, all of which met with a large sale at full prices. 

















Sheldon & Co.—This house publishes all the productions of the Rev. C. I. 
Spurgeon, whose works were the leading feature of the invoice contributed 
to the trade sales. Of the sermons over 1,000 copies were sold at full prices. 
Neander’s Commentaries sold fast, and were largely duplicated. Other works 
by this firm met with an equally successful sale. 

“ Gould & Lincoln of Boston catalogued a large invoice of religious de- 
nominational books (Baptist). Haven’s Philosophy; including the Intellect, 
the Sensibilities, and the Will, was duplicated to several hundred. Cruden’s 
Condensed Concordance, revised and re-edited by David King, LL.D., was 
duplicated to 110. Malcolm’s New Bible Dictionary of the most important 
names, objects and terms found in the Holy Scriptures, intended principally for 
Snbbath-school teachers and Bible classes; by Rev. Howard Malcolm, D.D., 
President of Lewisburg University, Pennsylvania, met with general favor, and 
was duplicated from a line of 50 to 113—Kitto’s Popular Cyclopedia of Bibli- 
cal Literature sold well, and was duplicated; of Hugh Miller’s works, in sets 
of seven, 600 copies, of the common style of binding, were sold, and of the 
superior bindings (calf and half calf antique) over 900 copies were disposed 
of, and brought prices as high as $14 per set. Aimwell Stories, in sets of 6 
vols. 500 copies in minor covering and of the better class of binding, a like 
number were disposed of. Thesaurus of English words and phrases was dupli- 
cated 115. Chambers’s works, 2 large octavo volumes, retail prices $5 and 36, 
sold 75 sets at full prices. The lectures of Sir Wm. Hamilton, edited by Rev. 
Henry Longueville Mansel, were lined at 10 copies, and duplicated to 245, 
“The Still Hour,” or Communion with God, by Prof. Austin Phelps, met with 
general favor, as shown by the fact that 278 copies were disposed of. 

James B. Smith & Co., Philadelphia, contributed works of the standard 
poets, of which 3,000 copies were cold; Byron’s poems—a line of 20 were 
duplicated to 150. Of history and biography—Josephus’ works—200 copies 
were disposed of.—Biographies sold well, amounting to 250 copies. C. J. 
Peterson’s works, embracing the History of the American Revolution, 600 
copies were bid off; of the Waverley Novels, 300 copies were purchased at 
good prices, and of Marryat’s Novels 150 copies were sold, which closed the 
day’s work. - 

(To be Continued ) 
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Hew Publications 
Received at the Office of the AMERICAN PUBLISHERS’ CIRCULAR. 

[In the following List will be found the names of such books only as have been sent to 
this Journal. The titles of all books as they are issued will be regularly inserted in the 
proper column.) 

Rupp & Car.eron have got out the first of their series of the novels of 
Honoré de Balzac translated by Messrs. O. W. Wight, and F. B. Goodrich, 
both gentlemen favorably known in connection with original and translated 
works. The present is entitled ‘“‘ The Greatness and Decline of César Birot- 
teau,” and the translators introduce it with the following Preface :“‘ That 
the Novels of Honoré de Balzac,’ says the London Critic, ‘are immeasurably 
the greatest works of the kind that France—indeed, we would add, any 
other country—has ever seen, does not admit of the slightest dispute. That 
they go deeper into the human heart, represent more truly the human pas- 
sions, and reflect with greater accuracy the phases of human life, than any 
other novelist has ever been able to do, is admitted by all who know any 
thing about the matter, Some may object that there are features in his com- 
positions which render them undesirable subjects of study to the young and 
pure. To this we reply that we are not of that opinion. Balzac touches vice 
but to scourge her : he drags her forth into the light of day, sets her up in the 
pillory, and calls her by her right name. We believe that, so far from having 
a demoralizing effect, the careful and thoughtful perusal of Balzac’s writings 
ean have no other result than to increase the love of virtue and the dread of 
vice.” Alone among novelists, Balzac is a patient, rigid realist. is novels 
are, in the strictest sense of the term, a natural history of the modern French. 
He never moralizes, never gives ideal pictures, never gilds the refined gold of 
virtue, never blackens black vice, but describes what he sees precisely as it 
is presented to his keen, infallible and tireless eye. In his writings we have 
the best and most accurate sketches of French life—life in Paris and the pro 
vinces—that the world is likely ever to get. To us, the intimate life of 
France since the great Revolution is a wonderful study, highly moral, ex- 
hibiting virtues to be imitated and deadly vices to be shunned. In this study, 
Balzac is our best teacher, and we regard him as worthy of all praise. Be- 
lieving with tie ‘Critic,’ that he touches vice but to scourge her, we shall 
not hesitate, at least upon moral grounds, to translate any thing that he has 
written. In regard to the present sketch of César Birotteau, we will only say 
that Mrs. Grundy herself might approve every line of it, that every page of 
it might be read aloud in any house. The translation is free in forms of ex- 

ression, but faithful to the original in the sense conveyed. We have rendered 
idiomatic French by idiomatic English, and the colloquial, familiar phrases of 
one language by equivalent terms in the other. We have sought to do our 
best with an author often declared untranslatable, and we trust that com- 
peteat critics will find that we have not been altogether unsuccessful, in this, 
the first volume of the series.” They also publish a volume of Poems by 


Henry Lynden Flash. 


T. B. Pererson & 
N. Southworth. 
Life.” 


CHARLES ScriBNER qo ow a new and enlarged edition of the “ Poems of 
aa P. Morris, with a Memoir of the Author.” It is got up in blue and 
gold. 


¢ Brotners publish another novel by Mrs. Emma D. E. 
It is entitled “The Mother-in-law: a Tale of Domestic 
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| tells of a kindly spirit ill at ease. 











Lixpsay & Braxiston forward several recent publications. The first vol- 
ume of the “ Text-book of Church History,” by Dr. John Henry Kurtz, pro- 
fessor of Theology in the University of Dorpat, extends to the Reformation, 
and will soon be completed by the publication of the second volume. The 
translation contains all the improvements of the fourth edition of the original 
recently issued. Also the seventh edition of the “ Manual of Sacred History,” 
by the same author, translated by Charles F. Schaeffer, D. D. Also a work 
on “The Manufacture of Vinegar: its Theory and Practice, with Especial 
Reference to the Quick Process,” by Charles M. Wetherill, Ph. D., M. D., 
member of American Philosophical Society ; Academy Natural Sciences of 
Philadelphia, member Indiana State Medical Society, ete., who says: ‘ This 
book was written to fill a void in the American literature of its subject. It is 
true, that the modern vinegar process is no longer novel, and that a great 
part of the contents of this work may be found seattered over the several 
treatises of pure and applied chemistry; but on the other hand, there is no 
concise reliable American work accessible to the inexperienced or practised 
vinegar manufacturer, in which he can find what information is needful for 
earrying out his process to the best advantage.” We have also “ The Physi- 
cian’s Visiting List” for 1861. 


Dante Dana, jr., favors us with several recent publications. “Songs and 
Prayers for the Family Altar: a Manual of Prayers and other Devotions, 
with Sacred Songs arranged to Appropriate Music, for Daily Use in Family 
Worship,” is by the Rev. William Staunton, D. D. “ My Bootmaker and I on 
Modes of Baptism, by an Old Student,” is thus introduced: “ A very simple 
and homely fact may suffice to introduce this little Essay to do good. Itisa 
labor of love; and if so received, the laborer will be satisfied. In a country 
village of the usual religious divisions, the Baptists had produced an agitat- 
ing sensation on their peculiar views of the mode of baptism. From other 
denominations, they had drawn several proselytes; and others they had ren- 
dered uncomfortable, by a violent agitation of the modal question. Among 
these was my not unintelligent Methodist boot-maker. From successive talks 
with him, comes this little work ;—thus not uncalled for. Always courteously 
respectful, boots in hand, he enters my study with a less cheerful ‘good 
morning’ than usual, and is invited to an arm-chair. His rueful countenance 
Ilis eyes glance around my library; and 
the Talks herein recorded, for the benefit ef other like-troubled spirits, begin 
as in the following pages.” The same publisher also issues a second edition 
of “ The Rectory of Valehead ; or, the Edifiee of a Holy Home,” by the Rev. 
Robert Wilson Evans, B. D., Vicar of Heversham. 


Rosert Carter & Brorners have got out “ Peace in Believing: exempli- 
fied in the Memoirs of Mrs. Ann East; written by her Husband, Rev. John 
East, A. M., author of ‘ My Saviour.” Of this work the publishers observe: 
“The author of the following interesting Memoir is well known to American 
Christians, as the author of ‘ My Saviour,’ a work which has been extensively 
circulated in this country. This volume is full of the devotional feeling, for 
which the writings of the author are so eminent, and it has the additional 
interest of being the memoir of one to whem he was united by the dearest 
and most sacred bonds of earth, whose spirit lived in full unison with his 
own, and whose Christian experience triumphed over many and sore afflictions, 
It is commended to the Christian community as a book that will be dear to 
all who ‘love the Lord Jesus Christ in sincerity,’ and to those who are look- 
ing to that haven of rest and peace which is prepared for those who ‘ die in 
the Lord.’” Also, “The Haven and the Ilome,” by the author of “ Memorials 
of Captain Hedley Vicars,” and “ English Hearts and English Hands.” 


Anprew F. Graves, issues number three of “The Perey Family,” by 
Daniel C. Eddy. This is fron Paris to Amsterdam, and is illustrated with 
many illustrations. 


Hew Announcements since our Bast Assue. 


Protestant Episcopal Book Society. 


Lady Mary; Mark Wilton; Legends and Records; Scenes ina Clergyman's 
Life ; Goodman’s Life ; Earnestness, and Thankfulness, all by Rev. C. B. 
Taylor. 

Margaret; or, the Pearl; Truth; Angel’s Song. 

Sunshine in Sickness. 

String of Pearls, by Rev. R. Newton, D. D. 

Rev. Ralph Erskine’s Sermons, 2 vols, 8vo. 

Owen on the Person and Glory of Christ. 

Owen on the One Hundred and Thirtieth Psalm. 

Walker, Wise & Co. 

Rev. L. A. Sawyer’s New Translation of the New Testament. 
edition. 

Hymns for the People and their Children. 

Pictures and Flowers for Child Lovers. 

Patty Williams's Voyage. 

The Story of the Princess Narina and her Silver-feathered Shoes. 

Nobody’s Child; and other Stories, edited by the author of “ Violet,” 
“Daisy,” ete. 

Sunny-eyed Tim, the Observant Little Boy, by the author of “ Faith and 
Patience,” ete. 

Juthoo and his Sunday-school, by the Brahmin J. G. Gangooly. 


W. A. Townsend & Co. 
Evan Harrington ; or, He would be a Gentleman, by George Meredith. 


New improved 
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Duane Rulison. 


The Blue Laws of Connecticut, originally taken from the Records of New 
Haven; edited with an Introduction, by Samuel M. Smucker, LL. D. 


Rist of Hew Works. 


AMERICAN. 

Braprorp.—The Linton Family; or, the Fashion of this World. By Sarah H. 
Bradford, author of “ The Silver Lake Stories,” ‘* Lenie,” “* Ups and Downs,” 
ete. 12mo. pp. 820. [Pudney & Russell ] 1 00 

Brivors.—An Exposition cf the Book of Ecclesiastes. By the Rev. Charles 
Bridges, M. A . Rector of Hinton Martell, Dorset., author of an * Exposition 
of Psalm CXITX.;” “Commentary on Proverbs;” ‘* Christian Ministry ;"? 
‘Memoir of Mary Jane Graham,” ete. 12mo. pp. 389. [Robert Carter & 
Brothers. } 1 00 

Cartpren (The] on the Plains. By Aunt Friendly, author of the “ Jewish Twins,” 
ete. 18mo. pp. 192. [Robert Carter & Brothers. } 40 

Crossy.—Everybody’s Lawyer and Counsellor in Business containing Plain and 
Simple Instructions to all Classes for transacting their Business aceording to 
Law, with Legal Forms for Drawing the various necessary Papers connected 
therewith. Together with the Laws of different States for Collection of 
Debts, Property exempt from Execution, Mechanics’ Liens, Execution of 
Deeds and Mortgages, Rights of Married Women, Dower, Usury, Wills, 
ete., ete., ete. By Frank Crosby, member of the Philadelphia Bar. 12mo. 
pp. 884. [John E. Potter.] 1 00 

¥rasu.—Poems. By Henry Lynden Flash. [Rudd & Carle- 
ton ] 

Herovotvs.—The History of Herodotus. A new English version, edited with 
copions Notes and Appendices, illustrating the History and Geography of 
Herodotus, from the most Ancient Sources of information; and embodying 
the Chief Results, Historical and Ethnographical, which have been obtained 
in the progress of Cuneiform and Hieroglyphical Discovery. By George 
Rawlinson, M. A. Assisted by Col. Sir Henry Rawlinson and Sir J: G. Wil- 
kinson, 4 vols. 8vo. Vol. 1V. pp. 465. [D. Appleton & Co.} 2 50 

Jenninos.—The Horse and his Diseases: embracing his History and Varieties, 
Breeding and Management and Vices; with the Diseases to which he is sub- 
ject, and the Remedies best Adapted to their Cure. By Robert Jennings, 
V.S, Professor of Pathology and Operative Surgery in the Veterinary Col- 
lege of Philadelphia; Professor of Veterinary Medicine in the late Agricultu- 
ral College of Ohio; Secretary of the American Veterinary Association of 
Philadelphia, etc., ete. To which are added, Rarey’s Method of Taming 
Horses, and the Law of Warranty as applicable to the Purchase and Sale of 
the Animal. Illustrated by nearly One Hundred Engravings. 12mo. pp. 
834. [John E. Potter.] : 1 00 

Mrter.—Wilkins’s Wylder; or, the Suecessful Man. 


12mo. pp. 168. 


By Stephen F. Miller. 


12mo. pp. 420. [J. B. Lippincott & Co, ] 
Morris.—Poems of George P. Morris: with a Memoir of the Author. 18mo. 
Blue and Gold. pp. 366. [Charles Scribner.] 80 


Sovrawortu.—The Mother-in-Law. A Tale of Domestic Life. By Mrs. Emma 
D. E. N. Southworth, author of * Retribution,” “ Deserted Wife,” etc., ete. 
12mo. pp. 497. [T. B. Peterson & Brothers. ] 1 25 

Warp.—Steam for the Million. A Popular Treatise on Steam and its Application 
to the Useful Arta, especially to Navigation. Intended as an Instructor for 
Young Seamen, Mechanics, Apprentices, Academic Students, Passengers in 
Mail Steamers, ete. A new and Revised edition. By J. H. Ward, Com- 


mander U.S. Navy. Svo. pp. 120. [D. Van Nostrand.] 1 00 
Wasupcrn.—Treatise on the American Law of Real Property. By Emory Wash- 
burn, LL. D., University Professor of Law in Harvard University. Vol. 1. 
8vo. pp. 688. [Little, Brown & Co.]} : 5 50 


Wittrams.-— Narratives and Adventures of Travellers in Africa. 
liams, Esq. Profusely illustrated with Engravings. 12mo., 
& Fitzgerald.} 


3y Charles Wil- 
pp- 860. [Dick 
1 00 





A CHRISTIAN CLASSIC. | PUBLISHED 
THE COMPLETE WORKS OF | 


Edward Payson, D. D.' . 
With «fine Portrait. dvols, evo. $975, | Protestant Episcopal Book 
From the London Patriot, - 
Nociety, 
1224 Chestnut St., Philadelphia. 


In three handsome but inexpensive vol- | 
umes, we have that copious and admirable | 
biography which is now one of the most | 

JESUS AND FAITHFUL 
Cloth. Red edges. 25 
AND FAITHFUL PRO- 


BY THE 


precious of our Christian classics, and nearly | 
a hundred of those remarkable sermons by | 
which such multitudes were aroused and| WORDS OF 
brought in the strength of God to make the} Promiser. 32mo. 
great decision. It would be difficult to find | cents. 

any sermons 60 uniformly earnest and attec- | MIND OF JESUS 


tionate, or any which so unswervingly pur-| MISER. 32mo, Cloth. Red edges. 25 

sue the great end of the gospel ministry. cents. 

With that sort of * perauasiveness” which | MORNING & NIGHT WATCHES. 32mo. 
Cloth. Red edges. 40 cents. 


comes from “knowing the terrors of the 
Lord,” they are at once awful and pathetic, 
tender and solemn, and it is difficult to con- 
ceive of any congregation which could hear 
them without impression. 


Published by 


Wn. 8. & Alfred Martien, 


606 CHESTNUT STREET, 
Philadelphia. 


WORDS OF JESUS. = 
MIND OF JESU2. “8 
MORNING WATCHES.“ « 
NIGHT WATCHES. “ ©@ 
FAITHFUL PROMISER.“ « 
The above volumes bound in BLUE and 
GOLD, and in TURKEY MOROCCO EX- 
TRA, at corresponding low prices. 
Address, Agent of the Society. 
27.lyear. 


20 cents. 
20 cents. 
20 cents, 
20 cents, 
15 cents. 





37.3t. 


UBLISHERS’ 














CIRCULAR 





SPRINGFIELD, MASS. 








GET THE BEST. 


Webster's Unabridged Dictionary. 


NEW PICTORIAL EDITION. 


THE DICTIONARIES. Opinions in England. 


« The National Magazine,” a pericdical published in England, and in high repute, has 
an article on Webster and Worcester, from which we extract the following : 

“It is clear that the best dictionary of the English language is that which comes to us 
from the other side of the Atlantic, Of course the reader, the well-educated and literary 
reader, knows that we refer to the great Dictionary of Webster. A new competitor tor 
public favor has appeared in the shape of a quarto published by Dr. Worcester. The con- 
troversy in America is as to the merits of the respective dictionaries. We decide for 
Webster. 

From R. H. Smart. 

R. H. Smart. the well known English El cutionist and lLexicographer, under date of 
London, August 7, 1860, writes: “I haveexamined as fur as time has permitted, the eplen- 
did volume you did me the honor to transmit last week—the Pictorial edition of Webster's 
Dictionary unabridged, 1259. Take it altogether, it must be considered, in America at 
least, as the surpassing work of its kind, 

From H. Coleridge, Esq., the able Secretary of the London Philological Society, Lon- 
don, August 7, 1860: 

« As a general book of reference, adapted to that enormous majority of educated per- 
sons who are not linguistic scholars, it would, I think, be difficult to trame a better or more 
serviceable Dictionary than that of Webster in its later editions. I have often been struck 
by the copiousness of the vocabulary, and the immense variety of the isolated facts brough 
together. I think the book, when viewed as it should be, as a hand-book of the language, 
easy of consultation for the masses, fulfills its object most thoroughly.” 


SIGNIFICANT FACTS. 


The Dictionaries. It is universally conceded by the leading booksellers, that no large 
work has ever had so extensive a sale in this country as Webster's Quarto Dictionary. 

‘The testimony of large jobbing houses, as well as of retailers, corroborates the state- 
ment of the publishers of Webster, as to the immense present sale of their Quarto, a8 com- 
pared with that of the work which claims to be a rival. 

One Boston bookseller has sold one hundred and nincteen copies of Webster's Pictorial, 
and only two copies of Worcester, and states that * it is all that have been cailed for.’’ 

The most extensive jobbing house in the book-trade, in the city ot Boston, has sold 
thirteen hundred and one copies of Webster's Pictorial, and two hundred and twentyenine of 
Worcester’s since the books were published. In other cities the proportion in favor of 
Webster is much larger. 

“ Our sales of Webster in comparison with Worcester, are in the proportion of about 
ten to one,” E. H. BUTLER & CO. 

Philadelphia, Aug. 16, 1860. 

“ We have sold, since Ist January, fifty copies of ‘ Worcester’s Quarto Dictionary,’ and 
two hunded and six of * Webster's Pictorial, Unabridged.’ It may be mentioned, however, 
that the sales of Worcester’s book were all made within a few weeks after publication ; but 
after the tirst impulse, there was a sudden decline, and we have now little or no demand for 
it, while Webster is in steady request, and if anything, sales increasing.” 

New York, August 16, 1860. IVI=ON, PHINNEY & CO 

“ We have sold, wholesale and retail, t0o hundred copies of Worcester’s Quarto Dic- 
tionary, and siz hundred and cighty-sic of Webster's Pictorial.” D. APPLETON & CO 

New York, August 16, 1260, 

“ We have sold more than one hundred copies of Webster's Pictorial Dictionary, and 
zwo or three copies only of Worcester's.” SANBORN & CARTER. 

Portland, August 13, 1260. 

We have sold siz hundred and thirty-three copies of Webster's Pictorial Dictionary, and 
forty copies of Worcester’s. PRATT, OAKLEY & CO. 

New York, August 17, 1860. 

Since the publication of Worcester’s Dictionary, quarto, (February 24, 1860.) we 
have sold four Webster's Quarto to one of Worcester's COLLINS & BROTHER. 

New York, August 17, 1860. 

We have sold four hundred and sixty-two copies of Webster's Pictorial Dictionary since 
its appearance, and twelve copies of Worcester’s. 
New York, August 17, 1860. CLARK, AUSTIN, MAYNARD & CO, 

I have sold one hundrid and ninety three copies of Webster's Pictorial Dictionary, and 
seven copies of Worcester’s Dictionary, unabridged, in equal time. 

St. Louis, August 24, 1260. L.. BUSHNELL. 

Our sales of Webster in comparison with Worcester, are in the proportion of about 
fifteen to one. In short, our sales of Worcester nearly ceasedina few weeks after it first ap- 
peared. KEITH & WOODS. 

St. Louis, August 27, 1860. 

We have sold three hundrid and twenty-four copies of Webster's Pictorial Dictionary, 
and only twelve copies of Worcester’s. 8. C. GRIGGS & CO, 

Chicago, August 16, 1860 

We have sold eight hundred and thirteen copies of Webster's Pictorial Dictionary, and 
one hundred and ten copies of Worcester’s. A. 3. BARNES & BURR, 

New York, August 17, 1860. 

We have sold three hundred and seventy-two copies of Webster's Pictorial Dictionary, and 
eight copies of Worcester’s. APPLEGATE & CO. 

Cincinnati, August 23, 1860, 

Since the publication of Worcester’s Quarto Dictionary, we have sold twenty copies of 
Webster's Pictorial Quarto to one copy of Worcester’s, and have filled all the orders we have 
received for the latter. MOORE, WILSTACH, KEYS & CO. 

Cincinnati, August 24, 1860 

Letters of like import from all parts ofthe country, could be subjoined. 
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BOSTON. 
CROSBY, NICHOLS, LEE & CO.’S 
NEW JUVENILE BOOKS. 


THE KANGAROO HUNTERS ; 
OR, ADVENTURES IN THE BUSH. By Ann Bowman, author of “ Esperanza,” “The 
Castaways,” “The Young Exiles.” &c., &c. With eight fine Engravings from de- 
signs by Harrison Weir. 16mo, Price, 75 cents. 








The rapid spread of education creates a continual demand for new books, of a charac- 
ter to gratify the taste of the young, and at the same time to satisfy the scruples of their 
instructors. ‘To this class this story will be found to belong, being one of those works so 
intensely interesting to the young, and yet entirely unobjectionable in style and manner. 


THE LAND OF THE SUN; 
OR, WHAT KATE AND WILLIE SAW THERE. By Cornelia H. Jeni.s. Illustrated 
with Engravings. Square l6mo. 


THE ROBIN NEST STORIES. 


A Series of Stories for Little Children. By Mrs. Madeline Leslie. Illustrated with En- 
gravings. Square l6mo. Six volumes in a neat box. Price, $1 50, 
THE SET COMPRIS 
THE ROBINS NEST. THE I E ROBINS IN TROUBLE. 
THE LITTLE ROBINS IN THE NEST. THE I E ROBINS’ FRIENDS. 
THE LITTLE ROBINS LEARNING TO| THE LITTLE ROBINS’ LOVE ONE TO 
FLY. | ANOTHER, 


THE LITTLE FRANKIE STORIES. 


A Series of Stories for Little Children. By Mrs. Madeline Leslie, Illustrated with En- 
gravings. Square lédmo. Six volumes in a neat box. Price, $1 50, 


THE SERIES CONTAINS: 


ES: 
ATTL 
ATTL 


LITTLE FRANKIE AND THiS MOTHER, | LITTLE FRANKIE AND HIS FATHER 
LITTLE FRANKIE AT His PLAYS, LITTLE FRANKIE ON A JOURNEY. 
LITTLE FRANKIE AND HIS COUSIN. LITTLE FRANKIE AT SCHOOL, 


THE LIFE OF WASHINGTON. 


Written for Children, By E. Cecil. With six Colored Ilustrations. 16mo. Price, 75 


cen's, 
THE LIFE OF LAFAYETTE. 

Written for Children. By E. Ccel. With six Colored Ilustrations. 1l6mo. Price, 75 
cents 

_ We shall issue immediately, in new and improved styles, the following popular Juve- 
nile Works formerly published by Messrs. C. 8. Francis & Co. 

GERMAN POPULAR TALES AND HOUSEHOLD STORIES. Collected 
by the Brothers Grimm. Newly translated. With Mlustrations by Edward H. 
Wehnert. In 2 volumes. l6mo. Complete edition, containing 296 Stories, with 16 
full-page Ilustrations, and numerous smaller Engravings. Price, $2 25. 

MRS. LYDIA MARIA CHILD'S POPULAR JUVENILE WORKS:— 
FLOWERS FOR CHILDREN, In three parts, price 38 cents each; same in one 
volume, price *8 cents A NEW FLOWER FOR CHILDREN, price 75 cents. 
ROSE MARIAN AND THE FLOWER FAIRIES, price 25 cents, 

ARBELL: a Tale for Young People. By Jane Winnard Hooper. — Illus- 
trated. lémo. Price, 75 cents 

AUDUBON, THE NATURALIST OF THE NEW WORLD: His Wander- 
ings and Adventures, By Mrs, St. John. Illustrated. 16mo. Price, 75 cents. 

BINGLEY’S TALES OF INSTINCT. Square 16nfo. Price, 50 cents. 

BERGUIN’S CHILDREN’S FRIEND. A new translation. In 2 volumes. 
With numerous Engravings. l6mo. Price, $1 25. 

THE CANADIAN CRUSOES: a Tale of the Rice Lake Plains, By Mrs. 
Traill. IGmo. Wlustrated. Price, 75 cents, 

STORIES OF THE CANADIAN FOREST. By Mrs. Traill. 16mo. Tllus- 
trated. Price, 75 cents. F 

THE CHILDREN'S YEAR. By Mary Howitt. With Illustrations. 16mo. 
*rice, 75 cents, : 

THE LEILA BOOKS. By Ann Fraser Tytler:— 
1.—LEILA; or, The Island, 2—LEILA IN ENGLAND, 3.—LEILA AT HOME. 
Each volume illustrated with engravings trom original designe. 16mo, 75 cts. each, 

MERRY TALES FOR LITTLE FOLK: a New Colleetion of Legends and 
Fairy Tales) With numerous Illustrations. IGmo, Price, 75 cents 

PICTURES OF COMICAL PEOPLE, WITIL STORIES ABOUT THEM. 
Fully Illustrated. IGmo. Price, 75 cents, 

ROBIN HOOD AND HIS MERRY FORESTERS. By Stephen Perey 
author of * Tales of the Kings of England.” Illustrated 16mo. Price, 75 cents, ~ : 

ROBINSON CRUSOF. Original edition. 
Itmo, Dlustratec. Price, $1. 

SWISS FAMILY ROBINSON. Complete edition, unabridged. Illustrated. 


Square l6mo, Price, &). 





Complete in 1 volume. Square 


TALES OF THE SAXONS. By Emily Taylor. With Engravings. 16mo 
Price, 75 cents. " - “ . , 
THE YOUNG ISLANDERS; or, Schoolboy Crusoe. By Jeffries Taylor. 
Illustrated. l6mo. Price, 75 cents. ‘ i ‘ 
PETER THE WHALER: His Adventures in the Arctic Regions and other 
parts of the World. Ulustrated. 16mo. Price, 75 cents, a 
MARIA | EDGEWORTH'S EARLY LESSONS. Comprising FRANK, 
npr neg ‘an ROSAMOND, Illustrated. Complete in 10 volumes, 
*,” The attention of the Trade is requested to our large and i i , 
=e A‘ ed to ge and attractive List of Juvenile 
meer — ially prepared for the holiday season, Complete Catalogues Suectined on 
auion, sg 








NEW YORK. 





Sale by Auction of a Valuable Dramatic Library. 


J. SABIN & CO., Auctioneers, 


Corner of FOURTH STREET and LAFAYETTE PLACE, one Door East of 
Broadway, New York, 


Will SELLE onthe Sth of Oct. next, 


And following days, the very Extensive and Valuable 


DRAMATIC LIBRARY 


Of the late WM. E. BURTON, Esq., the eminent Comedian. 


The Collection comprises an immense assemblage of Books relating to the Stage, in- 
cluding interesting specimens of the Early English Drama, exceeding in extent any Col- 
lection that has ever been submitted to the public competition, commencing with the 
earliest dawn of Histrionic Art, and brought down to the present time. Among these will 
be found the first four Folio Shaekspeares, and seventy other editions—aleo, about 1,500 
vols. of Shakspearian—an unrivalled Collection of Books of Wit and Humor—a complete 
Series of the History of the Stage, containing Music, Pageants, etc.—Old English Poetry 
of the Elhzabethan Era, including all the Cotemporaries ot Shakspeare, Indeed, the Col- 
lection is at once magniticent and unique, and offers to buyers a rare opportunity of col- 
lecting Books not to be obtained except in the dispersion of private collections, 


The Catalogue, which comprises nearly 500 pages, is now ready, and may be had of the 
Auctioneer, or will be mailed free on receipt of 66 cents in Postage Stamps, who will re- 
ceive Commissions to purchase at the Sale. 


J. SABIN & CO. give Special attention to the Sale of Books, Paintings, 
ete., for which their facilities are unsurpassed. Consignments solicited. 
37.3t. 


B. Westermann & (Co, 
GERMAN AND FOREIGN 


Booksellers and Importers, 
440 Broadway, N. Y. 


AGRICULTURAL 
Boo HS. 
WORKS ON 


THE GRAPE AND WINE MAKING, 
BY THE FOLLOWING AUTHORS : 





Allen, $1; Charlton, 60 cents; Reemlin, 50 
Phely tery 38 cents; Perzas, 25 conte ; We would call attention to our well-selected 
Phelps, 25 cents, 


WORKS ON FRUITS : ee 


Rarry’s Fruit Garden, $1 25; Thomas's 
Fruit Culturist, $1 25; Elliott’s Fruit Grow- 
er’s Guide, $1 25; Field's Pear Culture, 
$1; Pardee on the Strawberry, 60 cents; 
Cole’s Fruit Book, 50 cente; Bridgeman’'s 
Fruit Cultivator’s Manual, 60 cents; East- 
wood on the Cranberry, 50 cents; River's 
Orchard House, 40 cents. 

WORKS ON FLOWERS: 

American Florist’s Guide, cents ; | 
Breck’s Book of Flowers, $1 ; Buist’s Flower 
Garden Directory, 3125; Every Lady Her 
Own Flower Gardener, 50 cents; Neil's 


on 
io 





Culturist, 50 cents. 


Fruit and Flower Garden, $1; The =a : 


WORKS ON THE GARDEN: } 
Bridgeman’s Young Gardener's A-sistant, 
$1 50; Bridgeman’s Kitchen Gardener's In- | 
structor, 60 cents; Buist’s Family Kitchen | 
Gardener, 75 cents; Cobbet’s American | 
Gardener, 50 cents; Fessenden's American | 
Kitchen Gardener, 50 cents; Schenck's Gar- | 
dener’s ‘Text-book, 50 cents; Walden's Soil | 
Culture, $1. } 


Also a grat variety of works on General 
Agriculture, Domestic Animals, Domestic 
Economy, Rural Art, &c, 


Catalogues furnished on application. 


C. M. SAXTON & BARKER, 


Acricultural Book Publishers, | 


and Proprietors of * The Hortic x | 


CROSBY, NICHOLS, LEE & Co., 117 Washington Street, Boston. | “ae 


Particularly in German and Classical Litera- 

ture, as well as to our facilities for importing 

the Publications of all European Countries, 
We publish Monthly Lists of German, 

French, and English Publications, system- 

atically arranged, wich, as well as our 

Catalogues, will be sent on application. 

We want the following Books, and request 
parties willing to sell them to state condi- 
tion and price: 

3} EMMONS’ GEOLOGY of NORTH AMER- 

ICA. Parts 3, 4, and 5, 
1 U.S. NAUTICAL MAGAZINE, I, 2, VI. 6, 
VII. 3. 


1 STUART'S NAVAL DRY DOCKS. 
1 TORREY, NORTH AMERICAN CY- 
PERACES. 
1 CHESS MONTHLY, IL. 
MUHLENBERG, CATALOGUS PLAN- 
TARUM AMERICH SEPTENTR. 
Lancaster, 1815. 
MUHLENBERG, DESCRIPTIO UBER- 
IER GRAMINUM. Phila., 1817. 
ELLIOTT, A SKETCH OF THE BOT- 
te NY OF SOUTH CAROLINA and 
GEORGIA. Charleston, 1817. 

1 SARTWELL, CARICES AMERICS 
SEPTENTR. 1848. 

1 TAYLOR, BROAD PENANT. 


_ 


~ 











470 








NEW YORK 


TIMOTHY THTCOMBS 
NEW WORK 


Will be ready early in October. 


ooo —__ 


MISS GILBERT'S CAREER: 


AN AMERICAN STORY. By J. G 
ters,” “ Bitter-sweet,” “Gold Foil,” “ Bay Path, 
Price, $1 25. 

This new book, from the pen of Dr. Holland, is a story of modern American Life, racy 
and entertaining; but, like all his books, written for a purpose beyond and above the 
amusement of the reader, The life and incidents are drawn in about equal proportions 
from the city and the country—the commercial metropolis and a New Hampshire village. 
The characters are numerous, the action vivacious, and the lesson patent—the lesson that 
a public career cannot satisfy the heart of a true woman, and that a woman’s ministry in 
the daily offices and duties of home life is the best, not only for her development, but for 
the development of all that is best in man. 














Hottanp, author of “‘Titeomb’s Let” 
“&c. lvolume. 12mo, 484 pages- 


NOW READY. 


25th Thousand of TIMOTHY TITCOMB’S LETTERS. 1 vol. 12mo. §&1. 
13th Thousand of GOLD FOIL. By Tniorny Tirtcoms. 1 vol. 12mo, §1. 
13th Thousand of BITTER-SWEET. By Tiworny Titcoms.* 1 vol. 12mo. 


75 cents. 


MORRIS’ POETICAL WORKS. 

In Blue and Gold, 1 volume, 16mo. Price, 80 cents. A new, complete, cheap, and 
beautiful edition, uniform with the recent editions of the other popular poets o 
Europe and America. 

A number of recent pieces have been added to this collection, making it more com 
plete than any that has preceded it. 





Ready September 22d. 


THE COTTAGES OF THE ALPS; 


OR, LIFE AND MANNERS IN SWITZERLAND. By Miss Anna C. ai, author of 
“ Peasant Life in Germany.” lvolume. 12mo0. 430 pages. Price, $1 2 

The London News, in a notice of the English edition of this work, says : 

“ We have seldom travelled in company with a literary guide so versatile and wide 
awake. She deals more abundantly with the social and political affairs of each of the 
Swiss Cantons, than with those romantic and sentimental associations her title would sug- 

est. She has collected, by the perusal of local histories and her own observation, a good 

eal of substantial knowledge. The lady's task is cheerfully and unaffectedly performed, 
and she has produced something much better than those idle diaries uf the summer 
tourist.” 





FOURTH EDITION OF 


PEASANT LIFE IN GERMANY. 
C, JOHNSON. Price, $1 25 
> 


BY MISS ANNA 1 volume. 12mo. 





ALEXANDER’S, J. W. (D. D.), 


Forty Years’ Familiar Letters: 


A MEMOIR, Edited by Rev. Jno Hall, D. D. Two Portraits, 2 
12mo. $3. 


volumes, Large 





ALEXANDER’S, J. ADDISON (D. D.), 


Sermons. 


2 volumes, 12mo, Portrait. $2 50. 





Sateen a on the English Language. 
By Hon. G. P. MARSH. lvolume. 8vo. $3, Third edition. 


Memoir and Letters of the Duchess of Orleans. 


lvolume. 12mo. Portrait. $1. 





EBARLY ORDERS SOLICITED. 


na, C. SCRIBNER, Pusuisuer, N. Y. 





AMERICAN PUBLISHERS! 





inhabits 


SHELDON & COMPANY. 
SCHOOL-BOOK PUBLISHERS, 


No. 115 Nassau Street, New York, have in their List the following 


VALUABLE TEXT-BOOKS. 


Francis Wayland, D. D., LL. D. 








ELEMENTS OF INTELLECTUAL PHILOSOPHY. l volume. 12mo. $1 25. 
J. LL. Dagg, D. D. 
ELEMENTS OF MORAL SCIENCE, 1 volume. 12mo. $1. 
William Thomson, D D. 
OUTLINE OF THE NECESSARY LAWS OF THOUGHT. 1 volume. 12mo. $1, 


Professor J. G. Keetels, 
NEW METHOD IN FRENCH. lLvolume. 12mo. $1. 
KEY TO THE NEW METHOD. lvolume. 12mo, 40 cents. 
J. KR. Loomis, LL. D. 
ELEMENTS OF PHYSIOLOGY, &c. lvolume 12mo. 
Elizabeth P. Peabody. 
UNIVERSAL HISTORY, ARRANGED TO ILLUSTRATE BEM’S CHART OF CHRO* 
NOLOGY. 1 volume. 4to. $1 
J. F. Stoddard, A. M., and Professor W,. 
THE ELEMENTARY ALGEBRA. 75 cents, 
THE UNIVERSITY ALGEBRA. $1 50. 
KEY TO THE ELEMENTARY ALGEBRA, 
John F. Stoddard, A. M. 
STODDARD’S JUVENILE MENTAL ARITHMETIC. Price, 
STODDARD’S AMERICAN INTELLECTUAL ARITHMETIC, 
STODDARD'S PRACTICAL ARITHMETIC. Price, 40 cents. 
KE Y TO STODDARD'S INTELLECTUAL AND PRACTICAL ARITHMETIC. 
book. Price, 50 cents, 


5 cents. 


25. 


D. Henkle. 
75 cents. 


13 cents. 
20 cents. 


In one 


Francis Melville. 
MELVILLE’S SLATE DRAWING CARDS, designed for Primary Schools. 
MELVILLE’S DRAWING CARDS. In Five Numbers, each number containing 16 cards, 
with pamphlet of instruction, in a neat case. Price, 50 cents each. 
MELVILLE’S TWELVE STUDIES. Twelve Finished Drawings, printed on tinted paper. 
Royal 4to size. In a neat Portfolio. Price, $2. 
J. R. Webb, A, M. 
WEBB’S SERIES OF NORMAL READERS. In Five Numbers, 
Oliver B. Goldsmith. 
GOLDSMITH'S UNRIVALLED COPY-BOOKS, In Five Numbers, 


The Publication of Everett's Life of Wash- 
ington is postponed in consequence of the receipt 
of large orders 


12 cents each. 








We shall publish next week : 


The Life of George Washington. 


By EDWARD EVERETT, LL. D. Lvolume. 12mo. Price, $1, 
trait of Mr. Everett after Powers’ celebrated bust. 


The Life and Letters of Emily C. Judson, 


(Fanny Forrester.) By A. C. KENDRICK, D. D, With a steel-plate Portrait of Mrs. 


With a steel-plate Por- 





Judson. 1 volume. 12mo. Price, $1 25. 
Love and Penalty. 
By JOS. P. THOMPSON, D. D., of the Broadway Tabernacle, 1 volume. l6mo. Price, 
75 cents. 
Nearly Ready. 
THE ANNOTATED PARAGRAPH BIBLE, 
The New Testament. 
Completing the work. l volume. 8vo. Cloth. $1 50 
The Bible complete, $4 50. 
A Higher Arithmetic. 
By A. SCHUYLER, A. M., Professor of Mathematics, &c. 1 volume. 12mo, Sheep. 
75 cents. 
Claiborne. 
Volume 3 of the OAKLAND STORIES. 
By GEO. B. TAYLOR. With Illustrations after Designs by H. W. Herrick. 1 volume. 


Price, 50 cents. 
Excursion to the Orkney Islands. 
Vol. 3 of the FLORENCE STORIES. 


By JACOB ABBOTT. With Illustrations after Designs by H. W. 
l6mo, Price, 60 cents, 


History of Latin Christianity. 
By HENRY HART MILMAN, D. D. 8 volumes, Crown &vo, 


16mo, 
1 volume. 


Herrick. 


Price, $1 50 each. 


ne. 


ch. 
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BOOKS IN THE PRESS, 


AND NEARLY READY FOR PUBLICATION. 


DERBY & JACKSON, 


498 BROADWAY, WEW YORK, 


WILL ISSUE, SEPTEMBER 25th, 


TIE HOUSEHOLD OF BOUVERIE; or, THE ELIXIR OF GOLD. 
A Romance by a Southern Lady. 2 vols. $2. 
To be followed immediately by 

WOMEN OF THE SOUTH DISTINGUISHED IN LITERATURE, 
By Mary Forrest. Containing Portraits on Steel of Maiame Le Vert, Anna Cora 
Ritchie, Maria J. McIntosh, Marian Harland, Rosa Ventner Johnson, L. Virginia 
Fre neh, and Augusta J. Evans. Handsome octavo. $9. 

THE LOVES AND HEROINES OF TIE POETS. By Richard 
Henry Stoddard, With Twelve Steel Portraits, from desigus by Barry and others. 
An elegant quarto. $12 

METHODISM SUCCESSFUL, AND THE CAUSE OF ITS SUC- 


CESS. By Rev. B. F, Tetft, D. D, With an Introduction by Bishop Janes, $1 25, 
THE HAND-BOOK OF LITERATURE. By Anne C, Botta. $1 50, 
THE COMPLETE PROSE WORKS OF TOM HOOD; with the Orig- 


inal Nlustrations. 3 vols. $3 75. 


WILL HE FIND HER? A Romance of New York and New Orleans. 


By Summer Winterton, E sq. $125, 


LOUIE’S LAST TERM AT ST. MARY’S. $1. 


NEW BOOKS AND NEW EDITIONS. 


NEMESIS “ Alone,” “ Hidden Path,” 


and “ Moss-side ” 
RUTLEDGE. By —— 
BEULAH. By 


By Marion Harland, author of 
Eleventh Edition. $1 25. 


Thirteenth Edition. $1 25. 


Miss Evans. 

THE MINISTER’S WOOING., 
Edition, $1 25. 

YOUNG AMERICAN STATESMEN : a Complete Political History of 
the United States from the Formation of our Government to the Present Time. 


Recommended by Statesmen, Politicians, and Editors of every party, a8 impartial 
and invaluable, Octavo, 1,065 pages. $3 50, 


THE SERMONS OF WM. MORLEY PUNSHON. 
PIONEERS, PREACHERS, AND PEOPLE OF THE MISSISSIPPI. 


By Wm. H, Milburn. $1 25. 


RECOLLECTIONS AND PRIVATE MEMOIRS OF WASIIING- 
TON. By his adopted Son, G. W. P. Custis, With a Memoir of the Author by his 
Daughter, and Ilustrations and E xplanatory Notes by Benson J, Lossing &vo. II- 
lustrated, $2 50. 


JACK THOPETON AND HIS FRIENDS; or, the Adventures of a 
Georgian, $1. 


THE COMPLETE 


Twenty-fifth Edition. $1 25. 


By Uarriet Beecher Stowe. Thirtieth 


Ist series. $1. 


POETICAL WORKS OF THOMAS IIQOD. 


Edited by Epes Sargent. With Portrait on Steel, In 3 volumes, $3 75, 


OUR BIBLE-CLASS, AND THE GOOD THAT CAME FROM IT. 
By Caroline E. Fairchild. $1. 


For Sale by all Booksellers, Copies sent by mail, postage ;prepaid, on receipt of 
the price. 


DERBY & JACKSON, Publishers, 


NEW YORK 
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PHILADELPHIA. 


BOST( NN, 








PUBLICATIONS 


or 


E. C. & J. BIDDLE & CO. 


No. 508 Minor Street, 
PHILADELPHIA. 


On the English Lan and 
biterntert dita 


Thomas’ First Book of Etymology, 
Lynd’s First Book of Etymology. 
Lynd’s Class book of Ety mology. 
Oswald’s Etymological Dictionary. 
Harrison on the English Language. 


Cleveland's Compendium ot Eng glish Litera. | 


ture. 

Cleveland's English Literature of the Nine- 
teenth Century. 

Cleveland's Compendium of American Lit- 
erature, 


On the French Language. 


Gengembre's Practical French Instructor, 
L’Abeille pour les Enfans. 
Sandford and Merton, in French. 


On Classical Literature. 


Fiske’s Eschenburg’s Manual of Classical 
Literature. 

Fiske’s Classical Antiquities, 

Map of the World as known to the Ancients, 

Cleveland’s Compendium of Classical Lit- 
erature. (/n press.) 


Historical and Political. 


Webb's Historical Companion. 

Outlines of Sacred History. 

Fuller's Political Class-bouk of Pennsyl- 
vania. 


On Bookkeeping. 


Crittenden’s Single Entry Bookkeeping. 

Crittenden’s Elementary Treatise : for Com- 
mon Schools, 

Crittenden’s Bookkeeping. High-school 
Edition, 

Crittenden’s Bookkeeping. Counting-house 


Edition, 


On the Mathematics and Natural 
Sciences. 


Vogdes and Alsop’s Elements of Practical 
Arithmetic, 

Vogdes and Alsop’s Practical Arithmetic. 
(in press.) 

Ring’s 3,000 Exercises in Arithmetic. 

Vogdes’ Mensuration. 

Alsop’s First Lessons in Algebra. 

Alsop’s Treatise on Algebra, 

Alsop’s Surveying 

Gummere's Astronomy, 

Maury’s Navigation. 

MeMurtrie’s Scientific Lexicon. 

Boyé's Pneumatics. 


On Drawing and Writing. 





Peale’s Graphics 
Harding’s Alphabetical Outlines, 


On Music. 


Perrot’s Wilhem's Musical Manual, 
Cleveland's Hymns tor Schools. 


Miscellaneous Publications. 


American Oratory. 

Speeches of Chatham, Burke, Erskine, and 
Mackintosh, 

Dick's Works, 

McKenney and Iall’s Indian Tribes of North 
America. 


For sale by Booksellers generally. 


DO, 


Just Published. 


Paris to Amsterdam, 


Another Volume of this beautiful Series of 
Books for Children, entitled 


THE PERCY FAMILY. 


By D. C. Eddy, D. D. 


This Series of Books is said by competent 
judges to be one of the most entertaining 
and useful ever published for Youth; con- 
taining avast amount of information, with 
graphic descriptions, interesting facts, and 
thrilling adventures. 
| Ry the Press, these 
| highly commended. 

The Fourth and Fifth, entitied “The Bal- 
tic to Vesuvius,” “ The Alps andthe Rhine,” 
will be iseued before Christmas, 

Every Bookseller should have them. 


| A. F. GRAVES, 


| 37.3t. 24 Cornhill, Boston. 
| 
| 


| BLACKIE & SON, 


i 

GLASGOW AND LONDON, 

} AND 

107 Fulton Street, New York, 
Announce to the Book Trade, that they 
have received New Works on Cattle—Farm- 
ing, Gardening, and Farm Insects—Engrav- 
ing, Machinery, and Mechanics, Railways 

| and Locomotive Engines. With latest im- 

provements in America and England. Splene 

| did India proof prints of Robert Burns on 

| sale. Engraving 14¢ by 11g inches. Price, 

| $5. Descriptive Catalogues sent on appli- 


cation, gratis. 
THOMAS FARRELL & SON, 
| 37.6t. Managers. 


SOUTHERN 


AND 


WESTERN BOOKSELLERS 


| VISITING PHILADELPHIA, 


| Will find it totheirinterestto examine the 


Stock of the Subscriber. Doing a large City 
| Trade, he is obliged to keep 
| 


A CHOICE STOCK 


ENGLISH & "AMERICAN 
| MDITIONS 





volumes have been 











| ‘Standard — Juve- 
nile Works, 


Suitable for 
THE BEST CITY TRADE, 
And which he offers to 
Cash or Short Time Buyers, 


At the most favorable prices. A large assort- 
ment of the celebrated English 


Movable Picture Books. 


As also many 
NEW ILLUSTRATED 
English Juveniles. 
SAMUEL HAZARD, Jr. 


724 Chestnut St,, Philadelphia. 
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AMERICAN PUBLISHERS’ CIRCULAR 

















NEW TEXT-BOOKS 


PUBLISHED BY 


A. S&S. 


1. POPULAR PHYSICS; or, Natural Philosophy for Schools, Acad- 
emies, and Seminaries. From the French of M. Ganot, By Prof. W.G. Peck, of Co- 
lumbia College. Price $1. With over 300 Illustrations. 

By a special arrangement with the author—M. Ganot—the publishers are enabled to 
present fac-simile copies of all the beautiful illustrations contained in the original edition 
of this work—more than 300 in number—thus rendering it one of the most splendidly illus- 
trated school books ever published in the United States. 

The publishers believe the subject-matter will be found in no wise inferior to the style 
of illustration. 

It is presented to the public in the tirm contidence that it will meet a want long felt by 
teachers, of a concise, thorough, and sclentific treatise on Natural Philosophy, adapted to 


popular institutions. 
It embraces a full and logical development of all the Elementary Princ‘ples of Physics, 


admirably and judiciously balanced, 

2. PECK’S ELEMENTS OF MECHANICS. This Work is a valuable 
Treatise, designed to be used in Advanced Classes, where there is a familiar acquaint- 
ance with Mathematics. Price $1 50. 

8. PORTER’S PRINCIPLES OF CHEMISTRY. Designed for Acad- 
emies and Schools. $1. 

This Work has already a reputation which few text-books in Chemistry have ever 


reached. 
A Box of Chemicals and Apparatus is furnished for $8, by which every experiment 


laid down in the book can be made. 

4. NORTON AND PORTER’S FIRST BOOK OF SCIENCE. Em- 
bracing Natural Philosophy, Chemistry, Geology, and Physiology, upon the Catechet- 
ical Plan. 

5. DAVIES’ ANALYTICAL GEOMETRY AND CALCULUS. An 
Entire New Work, by Prof. Charles Davies, $2. 

THE LITTLE ORATOR; or, Primary School Speaker. By Charles 
Northend, A, M., author of “ Teacher and Parent,” “ Teachers’ Assistant,” etc. In three 
parts. Partl. Poetry. Part Il. Prose. Part. II. Dialogues. 178 pp., 18mo., cloth. 
Price 30 cents, 


THE NATIONAL ORATOR: a Selection of Pieces for the use of 
Young Students in Schools and Academies. By Charles Northend, A.M. 312 pp., 


12mo, cloth. Price 75 cents. 
ENTERTAINING DIALOGUES. 
Students in Schools and Academies. 
cloth. Price 75 cents. 
BOOKKEEPING BY SINGLE AND DOUBLE ENTRY. Simplified 
and Adapted to the use of Common Schools. By W. W.Smith and Edward Martin. 
163 pp., small 4to, half bound. Price 75 cents. 


BLANKS TO SMITH & MARTIN’S BOOKKEEPING. Three 
numbers. Farmers’ Day-Book, (by Single Entry,) or Book of Transactions, (by Double 
Eutry.) Day-Book, (by Single Entry,) or Journal, (by Double Entry.) Ledger, (by 
Single or Double Entry.) Price 37 cents per set. 

DAVIES’ NEW ELEMENTARY ALGEBRA. Embracing the First 
Principles of the Science. By Charles Davies, LL. D., Professor of Mathematics in 
Columbia College, and author of a complete Course of Mathematics. 299 pp., 12mo, 
cloth. Price 75 cents. Key to do., 50 cents. 


HISTORY OF ROME. In three parts. 
Republic of Rome; the Empire of Rome. With Questions, 
pp., 1lmo, cloth. Price $1. 


CAESAR’S COMMENTARIES ON THE GALLIC WAR. Elucidated 
by English Notes, Critical and Explanatory, and Illustrated by Maps, Plans of the Bat- 
tles, Views, and a Lexicon of all the Words contained in the Text. By N. C. Brooks, 
A. M., President of Baltimore College, 351 pp.,12mo., cloth. Price $1 25. 


Designed for the use of young 
By Charles Northend, A. M. 312 pp., 12mo, 


The Kings of Rome; the 
By F. W. Ricord. 315 





BARNES & BURR. 


SCHOOL-TEACHERS’ REGISTER, for Recording Attendance, Reci- 


tations, and Deportment in Classes. Designed for the use of Colleges, Academies, and 
Small 4to, 


Schools, By N. C. Brooks, A. M., President uf Baltimore Female College. 
cloth. Price 50 cents. 


MANUAL OF DEVOTION ; or, Religious Exercises for the Morning 
and Evening on each Day in the Month. For the use of Schools and Private Families. 
By N.C. Brooks, 233 pp., l&8mo, cloth Price 40 cents. 

HISTORY AND PROGRESS OF EDUCATION, from the earliest 
times to the present. Intonded as a Manual for Teachers and Students. By Philo- 
biblius. With an Introduction by Hon. Henry Barnard, LL. D. 310 pp., 12mo, cloth. 
Price $1. 

KEY TO CLARK’S GRAMMAR, in which the Analyses of the Sen- 
tences in the Grammar are indicated by Diagrams. Price 50 cents. 

INSTITUTE LECTURES ON MENTAL AND MORAL CULTURE. 
By Samuel P. Bates, A. M., Superintendent of Public Instruction Crawford County, 
Pennsylvania, 319 pp. 12mo. Cloth. Price $1. 

THE HIGHER CHRISTIAN EDUCATION. By Benjamin W. Dwight: 
12mo. Cloth. Price $1. 

THE NORMAL; or, Methods of Teaching the Common Branches, 
Orthoepy, Orthography, Grammar, Geography, Arithmetic, and Elocution, including 
the Outlines, Technicalities, Explanations, Demonstrations, Definitions, and Methods, 
introductory and peculiar to each branch, By Alfred Holbrook, Principal of the South- 
west Normal School, Lebanon, Ohio. 45€pp. 12mo. Cloth. Price $1, 


MODERN PHILOLOGY ; its History, Discoveries, and Influence. With 
Maps, Tabular Views, and an Index. By Benjamin W. Dwight. 356 pp. 8vo. Cloth. 
Price $1 75. 

LECTURES ON NATURAL HISTORY, as related to Intellect, Taste, 
Wealth, and Religion. By. P. A. Chadbourne. Professor of Natural History in 
Williams College and Bowdoin College. Price 75 cents. 

MANUAL OF GEOLOGY, for Academies and Colleges. By Ebenezer 
Emmons, Professor of Geology in North Carolina University. Price $1 50. 

CHILD’S BOOK OF NATURAL HISTORY, with Application to the 
Common Arts, by Carl. Price 40 cents. 


ELEMENTS OF COMPOSITION (Grammatical, Rhetorical, and 


Logical). Designed for Schools and Academies, By Prof. James R, Boyd. Price $1. 





IN PRESS. 


New Edition of CLASS-BOOK OF BOTANY. 
Wood. 

UNIVERSITY GEOGRAPHY AND ATLAS. By D. H. Cochrane, 
of New York State Norma! School, and A. Von Steinwebr, a Pupil of the celebrated 
Ritter, the great German Geographer, Political, Mathematical, and Physical Geo- 
graphy combined. With Maps and Illustrations, 

POLITICAL MANUAL, embracing a complete View of the Theory 
and Practice of the General and State Governments. By Edward D. Mansfield. 
PUJOL AND Van NORMAN’S COMPLETE FRENCIL CLASS- 

Book. lvol. 450 pages. Will be ready October 10th. 


By Prof. Alphonzo 





A. 8. BARNES & BURR, 51 and 53 John Street, New York, 


PUBLISHERS OF THE 


NATIONAL SERIES OF STANDARD SCHOOL BOOKS, 


PREPARED BY 


DAVIES’ SYSTEM OF MATHEMATICS, | PLYMOUTH ;COLLECTION OF HYMNS 


PARKER & WATSON’S READERS AND and Tunes. 
Spellers. | DWIGHT’S MODERN PHILOLOGY. 


CLARK & WELCH’S ENGLISH GRAM- | BOYD'S LOGIC AND COMPOSITION. 

mar. BROOKFIELD’S COMPOSITION. 
MONTEITH & MoNALLY’S GEOGRAPHY. | curtis’ SCHOOL VOCALIST 
MONTEITH'S HISTORY OF U. 8. Little Singer. 


MRS. WILLARD’S SCHOOL HISTORIES. | NORTHEND’S ELOCUTIONARY WORKS. 

BOYD'S ENGLISH POETS AND KAMES | DWIGHT'S 
Elements. 

HANNA’S BIBLE HISTORY. 

RICORD’S ROMAN HISTORY. 


ROMAN AND GRECIAN 
Mythology. 
| WOOD'S CLASS-BOOK OF BOTANY. 


PORTER'S PRINCIPLES of CHEMISTRY. 


EMINENT 


PECK’'S GANOT’S POPULAR PHYSICS. 
NORTON & PORTER’S FIRST BOOK OF 


EMMONS'S MANUAL OF GEOLOGY. 
BROOKS’ GREEK & LATIN CLASSICS, 
SMITH & MARTIN’S BOOKKEEPING 
MAHAN’'S LOGIC AND INTELLEC L —_— 

bi sual MANSFIELD’S POLITICAL GRAMMAR. 


AND | 


PAGE'S ELEMENTS OF ZOOLOGY. | 
CHAMBERS’ TREASURY OF KNOWL. 
edge. 





AUTHORS. 


| CHADBOURNE'S LECTURES ON NATU- 
| ral History. 

| BEER’S SYSTEM OF PENMANSHIP. 

| BARTLETT'S COLLEGE PHILOSOPHY. 
DARBY’S SOUTHERN BOTANY. 
GILLESPIE’S MANUAL OF ROAD MAK- 


ing. 


Science. 





Philosophy. 


CHAMBERS’ ELEMENTS OF ZOOLOGY | SCHOOL TEACHERS’ LIBRARY, 12 vola. 


| SMITH & WRIGHT'S ORTHOGRAPHY. 
CHURCH'S CALCULUS & GEOMETRY, 
35. cot. 














RA 


—————— 


_ AND LITERS 





BOOKS 


WHICH WILL SELL EVERYWHERE. 


v—_+¥-’-@-“aanrsee_ ees _sS<S EE EO I eee eee 


Art Recreations. 
Work. 12mo. $1 50. 


The Bobbin Boy; or, How Nat got his Learning. 75 cents. 

Tylney Hall: a Novel, by Tom Hood. $1 25. | 
Home Pastimes. $1. 
Sir Rohan’s Ghost. A Romance. $1. 

The Roman Question. Boston correct edition. 
Germaine, by the author of Roman Question. $1. 
Biography of Self-taught Men. §8 cents. 
Agnes and the Little Key; or, Bereaved 


Comforted. 75 cents. 
Bertha and her Baptism, by author of Agnes. | 
Catharine, by author of Agnes, &e. 75 cents. | 
Life’s Morning. 
Life’s Evening, by author of Life’s Morning. 65 cents. 
Tales from the Bible, for the Young, by Wm. 


M. Thayer. 75 cents. 
The Mothers of the Bible, by Mrs. 8. G. Ashton. 
Eschatology; ; or, the Scripture Doctrine of the Coming of the | 
Lord, the Judgment, and Resurrection, by Samuel Lee. $1. 
Wellsof Baca, by the author of Morning and Night Watches. 


25 cents. 


Songs in the Night, compiled by Rev. A. C. Thompson. 


75 cents. 


A complete Guide to Ornamental 


60e. 


Parents 
85 ets. | 


65 cents. 





75e. 


PRESS 


We 


A Commentary on the Song of Solomon, by 
tev. Leonard Withington, D. D, 


Susan and Frankie. 

May Coverley, the Young Dressmaker. 
Tales from the Bible—Genesis, 
The Printer Boy; or, How Ben Franklin made his Mark. 
Sunday Hours, by author of “ Life’s Evening.” 

Quiet Thoughts, by the author of “ Life’s Morning,” &c. 
Story Telling at Thanksgiving, by author of 


“Our Darling Nellie.” 


Talks about Old Times, by author of “ Story Telling at 


IN 


2d series. 





Thanksgiving,” &c. 

Christmas Stories, by author of “ Talks about Old Times,” 
&e. 

Romance of the Middle Ages, by author of “ Age of | 
Fable,” &c. 


A New Book by the author of “The Rectory of Moreland.” 
A New Book by the author of “ Sir Rohan’s Ghost.” 


King of the Mountains, by Edmund About. 
=x” Please send for samples. 


J. E. TILTON & CO., 


161 Washington St., Boston. 








RY 
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NEW PUBLICATIONS 


OF 


SMITH, ENGLISH &CO. 


| Booksellers, Publishers, and Im- 
porters, No. 23 North Sixth st. 


PHILADELPHIA, 





I. 


VOCABULARY OF PHILOS- 
OVHY—A_ Voeabulary of Philosophy; 
Mental, Moral, and Metaphysical ; with 
Quotations and References tor the use ot 
Students, By William Fleming, D.D., 
Professor ot Moral Philosophy m the Uni- 
versity of Glasgow. From the Second, 
revised and enlarged London edition, 
with Introduction, Chronology of the His- 
tory of Philosophy brought down to 1800, 
Kibhographicel and Analytical Index, Syn- 
thetical Tables, and other additions by 
Charles P. Krauth, D.D, Ge6 pp. Large 
l2mo, Cloth, $1 75. 


FLEMING'S 


II. 
HENGSTENBERG ON ECCLESIASTFES,— 
Commentary on the Book of Ecclesiastes, 
To which sre appended, Treatises on the 


Song of Solomon; on the Book of Job; 
on the Prophet Isaiah; on the Sacritices 
of the Holy Scripture; and on the Jews 
and the Christian Church By E. 
Hengstenberg, D D. Translated by D. 
W. Simon, 8vo, Cloth, $2. 
Itt. 
PULPIT THEMES AND PREACHERS’ AS- 


SISTANT; or, Sketches and Skeletons 


of Sermons. By the author of “iaaye 
for the Pulpit.” 12mo. Cloth, $1. 
Iv. 
KURTZS3 CHURCH HISTORY —Text 


book of Church History. Translated from 
the German of John Henry Kurtz, D.D. 
Vol.1. To the Reformation, Large l2mo, 
Cloth, $1 50. 


Vv 
WINER’S GRAMMAR.—A Grammar of the 
New Testament Diction, intended as an 


Introduction to the critical study of the 
Grecvck New Testament. By Dr, Geo. B 
Winer. ‘Translated by Edward M «son 
M. A. Second Edition, revised. &vo, Cloth, 
$3. Halt morocco, $3 50, 


SMITH, ENGLISH & CO. 


Also Publish the following Valuable 
Works : 
FARRAR'S SCIENCE IN THEOLOGY, 


I!mo 85 cer 


nts 
STIER'S WORDS OF 


JESUS. 5 vols. 8vo,. 

$14. 

— ~o K ON JOUN'’S GOSPEL, B8vo, 

FAIRBAIRN'S HERMENEUTICAL MAN- 
UAL. 12mo. $1 50 

RELIGIOUS CASES OF CONSCIENCE 
l2mo, $l. 

HELUS FOR THE PULPIT. 12mo0, $1 25. 

GERLACH ON THE Pt NTATEUCH, 8&vo. 

2 50 

COLES ON GOD'S SOVEREIGNTY. 12mo. 
63 cents. 

SCUMUCKER’S POPULAR THEOLOGY, 
Imo. $1. 

LU Len R ON GALATIANS. Small 8vo. 
$12 


BENGEL ‘8 GNOMON OF THE NEW TES- 
TAMENT. 5 vols. 8vo. $6 50. 

McILVAINE oo ae ae Se CHRISTI- 
ANITY lJmo. 63 ce 

LITTON ON THE C nv RC Hi OF CHRIST. 
vo, $1 25. 


Lately Imported. 


1. 
AIKNAN'S CYCLOPAEDIA OF MISSIONS, 


- ge ypedia of Christian Missions: 
their Rise, Progress, and Present Position, 
By Rey. J. L Albena J2mo, Cloth, $1 25. 


hi 


MACLAURIN'S WORKS.—The works of 


the Rev, John Maclaurin. Edited by W, 
HU. Goold, D.D., Edinburgh, Editor of 
Owen's Works. 2 vols, Crown &vo. 
Cloth, $4, 36 3t. 

















NEW YORK, 


| JOHN WILEY, 
IMPORTER AND PUBLISHER, 
56 Walker Street, has now ready: 
DOWNING'S FRUIT & FRUIT TREES. 
Now Ready, a New Edition of 


DOWNING (A. J.) THE FRUITS AND 
Fruit Trees of America; or, the Culture, 
Propagation, and Manngement in the 
Garden and Orchard, of Fruit Trees gen- 
erally; with descriptions of all the finest 
varieties of fruit, native and foreign, culti- 
vated in this country. Thoroughly revised, 
with very large additions, especially in 
Apples and Pears, Edited by Charles 
Downing, Eeq, brother of the late A, J. 
Downing Il volume, 12mo, Containing 
over 750 pages. $1 75. 

This, latest edition, has a new plate of the 

Dela ware Grape. 


FUSKINS MODERN PAINTERS 


VOLUME FIFTH AND LAST. 


MODERN PAINTERS, By John Ruskin, 
Volume 5, completing the work, Con- 
taining part six of “ Leat Beauty,” part 
seven of “Cloud Beauty,” part eight of 
“Ideas of Relation,” (ist of Invention 
Formal), part nine of “Ideas of Relation,” 


(2d ot Invention Spiritual.) 12mo0, Cloth, 
With over 100 Illustrations on Wood, 
Price, $1 25. 
Also, Uniformly Bound. 
MODERN PAINTERS. Complete. 5 vols, 
Cloth. $6 25. 
Ditto Svolumes. Calf, extra, $12 00. 


STONES OF VENICE, By John Ruskin, 
Complete in 3 volumes. I2mo, Cloth, 
With numerous Wood Engravings, $4. 


Ditto. oe extra, $7 50. 
W also Publishes; 
RUSKIN’S Ww ORKS. Complete in 15 vols, 


B16 2, 
vols, half calf, 


Uniformly bound in cloth, 
Ditto. Bound in 13 
$30, 


extra, 


Or separately, as follow : 

MODERN PAINTERS. By a Graduate of 
Oxford. 2 vols. 12mo0. Cloth, 8) 87, 

— Modern Painters Volumelll. 12mo, 
With numerous fine Plates and Cute, 
Cloth. $2 50 

Modern Painters, 
Wih oumerous Curs. $1 25 

— Modern Painters. Volume V. 12mo, 

Vith over 100 Wood Engravings. $1 25. 

TUE SEVEN LAMPS OF ARCHITEC- 
TURE By the author of * Modern Paint- 
ers.” 1 volume, 12mo, With fourteen 
Etchings by the author, 1 25. 

LECTURKES ON ARCHITECTURE AND 

Painting. Delivered at Edinburgh in No- 

vember, 1853. By John Ruskin, author of 

“Stones of Venice,” “Seven Lamps of 

Architecture,” &c. 1 vol. 12mo,. With 

fifteen Illustrations on tinted paper, after 

Drawings by the author, Cloth, $1 25 

IE ELEMENTS OF DRAWING, in Three 

Letters to Beginners. sy the author of 
nae rn Painters,” ** Stones of Venice,” 

vol. 12mo. Plates. 75 cents, 

R U SSKIN (JOHN) THE TWO PATHS, 
being Lectures on Art and its Application 
to Decoration and Manufacture, 1 vol. 
12mo,. Plates. $1. 

— PRE-RAPHAELITISM—New Edition, 
Nu tes on the Construction of Sheep-folde— 
and King of the Golden River; or, The 
Biack Brothers—a Legend of Styria. (A 

Fairy Tale.) The whole inl vol. 12mo, 

By John Ru-kin, Uniform with * Modern 

Painters.” Cloth, 62} cents, 


Volume lV, 12mo. 


— THE STONES OF VENICE, Vol. 1, 
The Foundations, By the author of 
“Seven Lamps of Architecture,” ete, 


Illustrated by numerous Weodcuts from 
Drawings by the Author. New edition, 
Izmo. $1 50. 
Duto. Volume II. 
Ditto. Volume tl 
— POLITICAL 
volume. 12mo0, 
——hLEMENTS OF PERSPECTIVE, Ar- 
ranged tor the use of Schools. By John 
Ruskin, M. A. I vol. I2mo Cloth, 62% cts, 
Also, Recently Published, a New Edition, 
with a Portrait, of 
THE BEAUTIES OF RUSKIN; or, The 
True and Beautiful in Nature, Art, Morals, 
and Religion, Selected from the works of 
John Ruskin, with a Notice of the Author, 
By Mrs, L. C. Tuthill, lvol. §1 25, 
Ditto. Half calf, extra. $2 50. 


The Sea Stories, $1 25. 
The Fall. $1 25. 
ECONOMY OF ART, L 


Cloth, 50 centa, 
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AMERI 











NEW YoRK. 


CAN PU 





“OUR SPECIAL LIST.” 








We beg fespectfully to call the attention 





of Booksellers attending the New York Fall 


Sales, and the Trade in general, to our “ Special List,” which is now ready for delivery. 


We offer, for a limited period, upon the 


plan of the London Trade Sales, a selection 


of the principal works composing our extensive Catalogue of Books, in cloth and fine 


bindings, at much reduced rates, with the op 
ing a further discount for cash in proportion 


tion of making the purchase on time, or hav- 
to the amount purchased 


The terms are fully explained in the circular accompanying the list. 
The following are a few of the works offvred : 


Cloth. Half calf. Half calf, Half 
extra, mor. 
BULWER'’S NOVELS. Lil y Edition. 2 Is. a . 
ty Ha : ibrary . ition 0 - 8 Ugig 75 $25 00 $27 00 $25 00 
DITTO. Ditto. With “ What Will He Do Witl on 
It.” 23 volumes. % , ¢ 1775 31 00 


STAUNTON’S SHAKSPERE. In three ma 


gniticent volumes, Illustrated by upwards of 


Jifteen hundred Engravings on Wood, from Designs by Jobn Gilbert.” Cloth, $14; 


half calf, $18 50. 
KNIGHT'S PICTORIAL SHAKSPERE, 8 
This beautiful edition is a reprod 


vols. Royal 8vo. Cloth, $30; half calf, $50, 
uction, by means of the original wood blocks, 


and new letter-press, of “ Kxiaut’s ORIGINAL PicToRIAL SHAKSPERE,” and in 
many respects it excels the “ Original.” The work was never stereotyped, but the 
wood blucks are in excellent condirion, and the new type cannot be surpassed. 


MOXON’S OL.D DRAMATISTS AND POETS. 


half calf, $50. 
REEVE’S POPULAR NATURAL 


HISTORIES, 


12 volumes, Royal 8vo. Cloth, $33; in 


24 volumes, Square I6mo. Cloth. 


With numerous Colored Plates, Originally published at $2 50 per volume; reduced 


to $1 75 per volume. 
DITTO. Ditto, Half calf, in sets, $60. 
RUSSELL'S (Times Correspondent) * MY 


Cloth. With Illustrasions. $ 


DIARY IN INDIA” 2 volumes. 12mo. 


J. 
ALFRED TENNYSON’S POETICAL WORKS. With upwards of 50 Illustrations by 


Mulready, Clarkson, Stanfield, Creswick, and others, on richly tinted paper. 


$6; morocco, antique or gilt, $8. 


Cloth, 


THE POEMS OF WILLIAM WORDSWORTH, Selected and Edited by Rev. Robert 


Aris Willmott. 

bert, and J. Wolf. 
THE POEMS OF JAMES MONTGOMERY, 

AVillmott Uniform with the above 
THE POEMS OF OLIVER GOLDSMITH. 

numerous beautiful Illustrations in Colo 

Humphreys. 

Any bookseller not having received our s 
sonally or by letter 


Cloth, 


Cloth, 85; morocco, antique or gilt, 


With one hundred beautiful Illustrations by Birket Foster, John Gil- 
Elegantly bound in cloth, $°; in morocco antique or gilt, $8. 


Selected and Edited by Rev. Robert Aris 
$6; morocco, antique or gilt, $8. 

Edited by Rev. Robert Aris Willmott. With 
rs, from designs by Birket Foster and Noel 
7 50. 


pecial list can obtain a copy by applying per- 


ROUTLEDGE, WARNE & ROUTLEDGE, 56 Walker Street, Up Stairs. 


ED) 





BAILLIERE BROTHERS, 


440 BROADWAY, 
NEW YORK. 


Importers and Publishers of Scientitic Books. 





Messrs, Bailliére’s stock consists entirely 


of Foreign Scientific Books, including works | 


on Chemistry, Medicine, Natura! History, 
Mathematics, Mechanics,&c, The new books 


are added as soon as possible after their publi- | 


cation abroad. 





Scientific Books Just Published. 


ENGINEFRING PRECEDENTS. By B. F: 
Isherwood, Chief Engineer, U, 8. Navy. 
Vol. I, Illustrated, $1 25. Vol. IL, Seven 
Plates, $2 50. 

Complete writings of Thomas Say on the 

ENTOMOLOGY OF THE U. STATES. 
vols. 8vo. With 56 Colored Plates. Half- 
bound, red morocco, $20. 


» 


Complete writings of Thomas Say on the 
CONCHOLOGY OF THE U. STATES. 1 
vol., 8vo. With 75 Colored Plates, Half- 


bound, red morocco, $12 00, 


RECORDS OF DAILY PRACTICE, a Sci- | 


entific Visiting List for Physicians and 
Surgeons, Arranged by A M. Bell, M. D. 
Price, 50 cents; or in roan, with tuck, 75c. 
HUMAN HISTOLOGY. By Morel. Trans. | 
lated, with Notes and Additions by W. HL. 
Van Buren. (Shortly.) } 


A KNOWLEDGE OF LIVING THINGS, 


| 


with the Laws of their Existence. 1 vol. | 
12mo. Cloth, Illustrated, $1 25, | 
AMERICAN MEDICAL SCIENCES Pub. | 


lished weekly. 


$3 per annum. 


LONDON MEDICAL REVIEW. 
monthly. $3 60 per annum. 


BAILLIERE BRO’S, | 


Published 


| 


IUND BALDWIN, AGenr. 
 —_— 
Ladies’ Southern Florist 


BY MARY C. RION, 


Of South Carolina. 





“This is an art which does mend nature, 
Changes it rather; but the art itself is na- 
ture.”—Shakespeare. 





This work, prepared by the hand of an ex- 

| perienced florist, and accomplished writer, 

commends itselfto every cultivator and lover 

of flowers. It is especially adapted to south- 

| ern soil and climate, and should be the Hand- 

book of every southern lady who has a gar- 
den. 





One volume, 12mo; handsomely embossed 
muslin. Price, $100. Sent to any address 
| on receipt of price. 
| 


} [= Usual discount to the trade. 
P. B. GLASS, Publisher, 


| 34-4t. Columbia, So. Ca. 


ENGLISH BIBLES, 
PRAYER BOOKS, 


AND 


CHURCH SERVICES, 


FOR 








THE 


EPISCOPAL CHURCH, U.S. 

| Standard and Authorized Editions in 

500 varieties of Style, Price, and 
sinding. 


Also, PARAGRAPH BIBLES. 
EYRE & SPOTTISWOODE, 


122 NASSAU ST., N. Y. 


ranch of our London Establishment.) 


BLISHER 


——————S—————- 








S’ CIRCULA 





PHILADELPHIA. 
NEW BOOKS, 


Largely Advertised, and very 
Popular : 

FLEETWOOD’S LIFE OF CHRIST. 
only correct edition now 
published, 1 vol. 8vo. 656 
pages. Illustrated In vari- 
ous styles of binding, from $2 
to $3 50. 

EVERYBODY'S LAWYER AND COUN- 
SELLOR IN BUSINESS. By 
Frank Crosby, Esq., of the 
Philadelphia Bar. Immensely 


The 


popular. 384 pages. 12mo. 
Price, $1; or in law style, 
$1 25. 

THE FAMILY DOCTOR. By Prof. H. 8. 
Taylor, M. D. 23d _ edition, 
revised. Is having a very 
large sale. 308 pages. 12mo. 
Illustrated Price, $1; or in 


sheep, $1 25. 

THE HORSFE AND HIS DISEASES, 
Robert Jennings, V. 8., Prof. 
of the Veterinary College of 
Philadelphia. 384 = =pages, 
12mo. Profusely Illustrated. 
Price, $1; or, in cloth, extra, 
$1 25. 

COOKERY ALL ITS 
BRANCHES. By Miss Eliza 
Acton. Revised by Mrs. 8. J. 
Hale. 418 pages. 12mo. 
luetrated, 
cloth, extra, $1 25. 

A LIBERAL DISCOUNT to the Trade, 


JOHN E. POTTER, 


PUBLISHER, 
617 SANSOM STREET, PHILA.,, Pa. 
B.4t. 


MODERN IN 


TWO IMPORTANT BOOKS. 


1. 
A COMMENTARY ON THE 
SONG OF SOLOMON, 


By Rev. George Burrowes, D.D. 


$1 25. 
From the New York Observer. 

“ An elaborate and important addition to 
our religious literature, and one that will be 
highly prized. We have read few books 
which give greater evidence of care, and 
labor, and extensive reading on the part of 
the author, It is a book for the closet. It 
has the qualities which will commend it to 
the attention of the scholar, while at the 
same time it is pervaded by asimplicity and 
a devotional spirit which will commend it to 
the spiritually-minded of all classes. 


Il. 


THODISM. 
Fourth Edition. Rewritten and Revised. 
12mo, 75 cents. 

This work has been out of print for many 
years, but in consequence of numerous in- 
quiries for it, the author has prepared a new 
edition, which is entirely rewritten and 
much enlarged, and is designed in its pres- 
ent form to give a full discussion of the points 
of Doctrine and Government which divide 
the Presbyterian and Methodist Episcopal 
Churches, 


12mo 


Just Published by 


William S. & Alfred Martien, 
606 CHESTNUT ST., PHILADELPHIA. 
36 3t. 

ENGLISH AND FOREIGN BOOKS. 

HE LONLON PUBLISHERS’ CIRCU. 


an 





Price, $1; or in| 








| 





BOSTON. 


Of the Recent Publications of 


WALKER, WISE & CO., 


245 Washington St., Boston, 
Especial attention is solicited to the following : 
LAYS FOR THE SABBATH. A Collection 

of Religious Poetry, compiled by Emily 

Taylor. Revised, with Additions, by John 

Pierpont, 18mo. Price, 50 cents, 

“This is a new edition of a beautiful selec- 
tion of sacred poetry, published in England 
without the name of the compiler, entitled 
* Sabbath Recreations.’ The American Editor 
in revising it, has left out portions of the 
English edition, and inserted many gems 
from American authors. Many of these 
sacred lyrics of a high order of poetic merit, 
are rich in devotional thought and senti- 
ment, appropriate for Sabbath meditation.” 
—Christian Observer. 

KATHERINE MORRIS; an Autobiography. 
By the Author of ‘* Step by Step; or, Delia 
Arlington,” “Here and Hereafter,” ete. 
l6mo. Price, $1. 

“An excellent and pleasing story for 
young people, illustrating the necessity of 
religious principles in the conduct of life.”"— 
New Bedford Mercury. 
THE BOY INVENTOR : 





a Memoir of Mat- 


thew Edwards. By the Author of the 
“Age of Fable,” etc. 16mo. Illustrated. 
Price, 50 cents. 

A BOOK OF HYMNS AND TUNES FOR 


the Sunday School, the Congregation, and 
the Home. By Rev. Samuel Longfellow. 
8vo. Price in boards, $7. 

REV. CHARLES T. BROOKS'S Discourse 
delivered before the Graduating Class of 
the Divinity School in Harvard University, 
July 15, 1860. “The Christian Minister, 
the Man of God.” Just Published, Price, 
15 cents, 

SERMONS COMMEMORATIVE or THEO- 
DORE PARKER. By James Freeman 
Clarke, O. B. Frothingham, (15 cents 
each), and W. R. Alger (20 cents) 

HASE’S LIFE OF JESUS. Translated from 
the German by James Freeman Clarke. 
75 cents, 

THE CURCH OF THE FIRST THREE 
Centuries not Trinitarian. By Rev, Alvan 
Samson, D.D, Price, $1 75. [37 3t.eot.] 





Revolving Horizon, 
The Arms aa, revolve on a pivot at 5. 
(Patent applied for.) 
Just Issued, 


A NEW DESCRIPTIVE CATALOGUE 


OF 


BOOKS, MAYS, AND GLOBES 


Manufactured and Published by 


MOORE & NIMS, Troy, N. Y 


LAR, and General Record of British | 4nd will be sent to any address on applica- 


and Foreign Literature, published on the Ist 
and 15th of each month, will be forwarded 


direct from the London Office, per mail, to | 


| 
| 


any address in the United States, upon the | 


payment of $2 per annum, to Meaere. Scrip- 
NER & Co., 124 Grand Street, N w York. 

AMERICAN AGENCY IN ENGLAND. 

Sampson Low, Son & Co., English and 
American Booksellers, 47 Ludgate Hill, pub 
lishers of the “Circular,” undertake the col 
lection and forwarding orders for English 
Books—the Sale of American Books in Eng 
Jand—and the agency of all matters con- 
nected with bookselling and publixhing 
Communications may be addressed direct 
or tothe care of Messrs. Seribner & Co 


| 





tion. 
THE FRANKLIN GLOBES, 
and 30 inches in diameter, 
SLATE GLOBES, 16 and 30 inches in di- 
ameter. 
WOOD*>’ BOTANICAL TEXT BOOKS 
FULTON & EASTMAN’S BOOKKEEPING 
and Blanks. 
CAMP’S GEOGRAPHY. 
SWEET'’S ELOCUTION, 
THE FRANKLIN GLOBE MANUAL. 
THE ORIOLA: a Sunday School Hymn 
and ‘Tune Book, 
MITCHELL’S OUTLINE MAPS. 
MOORE & NIMS, Publishers, 
TROY, N.Y 


6, 10, 12, 16, 





AND LITSRARY GAERTTR. . 
W. A. TOWNSEND & COMPANY 
PAGES AND PICTURES 


FROM THE WRITINGS OF J. FENIMORE COOPER. 


EDITED BY MISS SUSAN FENIMORE COOPER. 





























Illustrated with Forty Steel Engravings, from Original Designs by Darley, 
Hamilton, &c., and One Hundred and Fifty Sketches on Wood. 


One elegant crown quarto volume, bound in new and attractive styles, designed by Matthews. 





Vist of Allustrations, 
PORTRAIT OF J. FENIMORE COOPER, from a Painting by Elliot, Engraved by Marshall. 


VIGNETTE TITLE—View of Otsego Hall, the Residence of Mr. Cooper. Drawn by Hows, Engraved 
by Hinshelwood. 





THE SEARCH, From the Spy. THE ABSOLUTION, From the Bravo. 

THE HIGHLANDS, “ “ ST. BERNARD, ” HeapsMAN, 
THE DISPUTED PRIZE, “ PIONEERS. DR. REASONO, “ Monikins. 
WRECK OF THE ARIEL, 1“ Pitot. THE ARAB, “ Homewarp Bounp. 
TOM COFFIN, “ - THE PROPOSAL, “ Home as Founp, 
THE RETREAT, . Lionet Linco. IN THE WILDERNESS, ” PATHFINDER. 
THE RESCUE, “ “ THE BLOCK, “ “ 
WAYLAID TRAVELLERS, a Moutcans. DOWN THE RAPIDS, “ “ 

THE PRISONERS, “ “ DEATH OF THE INDIAN, * DrersLayer. 
RED ROVER AND BRISTOL TRADER, “ Rep Rover. THE WOUNDED INDIAN, “ « 

THE STRUGGLE, * S BURIAL OF HETTY HUTTER, a “ 

DEATH OF SCIPIO, - ” THE EXECUTION, ” Wineo-anp- Wixa, 
THE COVER, “ PRatRie. THE ESCAPE, “ WYAnpborre. 
DISCOVERY OF THE TRAPPER, “ “ A PERILOUS ADVENTURE, “ SaTANsToR, 
THE COMBAT, “ “ THE SQUATTER, a CuAINBEARER, 
AN INCIDENT ON THE PRAIRIE, “ - THE MUSICIAN, “4 Rep SKIN, 
THE ATTACK, ad Wisn-tox-Wisn. THE RESCUE, ad Jack ‘Tier. 
THE SEA-GREEN LADY, - Water Wrrcu. INDIAN PETER, “ Oak Opentnes. 
CHASE THROUGH HURL GATE, “ “ | THE POLAR SEA, ” Sea Lions. 


The matter of the work is of a highly interesting character, and every way worthy of the Artistic and Beautiful accompaniments; comprising 
the cause which led tov the production of many of ifr. Cooper’s voiumes, anecdotes, incidents, and reminiscences; extracts from his private corre- 
spondence never before published, and quotations from several of his works, illustrating the varied and peculiar beauties of his “ word-pictures,” 
The Publishers feel warranted in saying that it will be the most interesting and elegant Presentation Volume of the year. (Ready October 15th.) 
Price, $12 to $15. 


A FOREST HYMN. By William Cullen Bryant. 


Illustrated from Original Drawings of Forest, Field, and Flower Scenery, by John A. lows. Quarto, 64 pages. Toned paper. Bound in new 
and appropriate styles. 
This beautiful volume contains thirty-two Illustrations on Wood, engraved by the best talent in the country, and printed (partly in tint) in 
the highest style of the art. 
The Drawings are of striking beauty and originality, and the paper the finest—as it is the most expensive for book work—ever made in this 
country. No pains have been spared to make the work, in the art and mechanical features, superior to any thing of the kind hitherto issued from 
the American press. (Ready October Ist.) Price, $3 to $5. 


From “ The Albion,” New York. 

The promise of Holiday books for the coming season is more than usually rich, and it is pleasant to see that some of these, at least, are to be really 
original American works, and not merely republieations, so far as the illustrations are concerned, of English or French plates. W. A. Townsend has in 
press a work of this sort. It is Bryanz’s Forest Hymy, one of his most charming poems, and full of his peculiar power as a poet of Nature. The volume is 
to consist of 32 pages, each page to contain, besides the letter-press, an illustration, The paper is of the finest character, and of a delicate tint, as the way is 
with the best of English books of this class. But its peculiar value is in the illustrations, ‘These are by Mr, John A. Hows, a young artist of American 
birth, but English parentage, who has made himself, by long study, familiar with American scenery and foliage. His drawing is exquisite. He has caught 
the very spirit of the poem, and in earth, and sky, and tree, and flower, reproduces with his pencil the seene which the poet depicts with his glowing pen 
Mr. Bryant is fortunate in finding so congenial an artist. 





MOUNT VERNON AND ITS ASSOCIATIONS, 


HISTORICAL, BIOGRAPHICAL, AND PICTORIAL. By Benson J. Losstne. author of “ Field-Book of the Revolution,” “ History of the 
United States,” &e. Hlustrated with nearly 150 Engravings, mainly from Original Drawings by the Author, embracing numerous views of 
Mount Vernon, various interesting objects upon the grounds, copies of famous Pictures, Portraits of Washington, and other members of the 
family, as well as distinguished personages. Cloth, price $3; cloth, gilt, $4 50; morocco, $6. 
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NEW YORK. 


D. APPLETON & COMPAN Y) 


Nos. 443 & 445 BROADWAY, 
HAVE JUST PUBLISHED, 





IL. 

THE HISTORY OF HERODOTUS. A New English Version. Edited with 
copious Notes and Appendices, illustrating the History and Geography of Herodotus, 
from the most ancient’ sources of information ; and embodying the chief results, his- 
torical and ethnographical, which have been obtained in the progress of Cuneiform and 
Hieroglyphical Discovery. By George Rawlinson, M, A., assisted by Col. Sir Henry 
Rawlinson and Sir J, G. Wilkinson. With Maps and Illustrations. 4 vols., 8vo. 


Price, $2 50 each 


It. 
THE NEW AMERICAN CYCLOPEDIA. A Dictionary of Universal Knowl- 
edge Edited by George Ripley and Chas. A. Dana. Vol. 10 just Re ady. ‘To be complet- 
ed in fifteen or sixteen volumes, Price, in cloth, $3; sheep, $350; half mor. $4 each. 


REMINISCENCES OF A GENER AL “OFFICE R OF ZOUAVES. By Gen. 
Cler. Translated from the French. 1 vol,, 12mo. Cloth, $1. 
IV. 
LIFE OF WILLIAM T. PORTER. By Francis Brinley. 1 vol., 12mo. 
Price, $1 
THE EBONY IDOL. By a Lady of N Jew England. 1 vol., 12mo. Illustrated. 
Price, $1. 
VI. ‘ 
WHAT MAY BE LEARNED FROM A TREE. By Harland Coultas. 1 vol., 
8vo, Sl. 
vit. 
THE PHYSIOLOGY OF COMMON LIFE. By George Henry Lewes. 2 vols., 
12mo. $2. 
mo. ‘sees 
NOTES ON NURSING; What it.is, and what it is not. By Florence Night- 
ingale. 1 vol., 12mo. Paper covers, 1b cents ; cloth, 25 cents. 
IX. 
DR. OLDHAM AT GREYSTONES, AND HIS TALK THERE. 1 vol., 12mo. 


Price, $1. 


¥ THE AMOOR; with a Journey through Siberia, and Inci- 


VOYAGE DOWN 
By Perry McDonous gh Collins 


dental Notes of Manchoria, Kamechatka, and Japan. 
l vol., 12mo, Cloth. $1. 


xi. 
A RUN THROUGH EUROPE. By Erastus C. Benedict. 
Price, $1 25. 
XII. 
THE HISTORY OF THE STATE OF RHODE ISLAND anp PROVIDENCE 
PLANTATIONS... By the Hon. Samuel Greene Arnold. Vol. il. Price, $2 50. 
XU. 


CHAMBERS’S ENCYCLOPEDIA: a Dictionary of Universal Knowledge for 


the People. Now publishing in Parts. Part 19 now ready. Price 15 cents each Part. 


XIV, 
BENTON’S ABRIDGMENT OF THE DEBATES IN CONGRESS. To be 
completed in 15 vols. Vol. XIII. now ready. Price in Cloth, $3. Law Sheep, $3 50, 
Hait Morocco, $4. 


1 vol., 12mo. 


WORKS NEARLY READY. 


I. 
THE HOUSEKEEPER’S ENCYCLOPEDIA OF USEFUL INFORMATION 


FOR THE HOUSEKEEPER, IN ALL BRANCHES OF COOKING AND DOMESTIC 


ECONOMY; containing the first scientific and reliable rules for putting up all kinds of 
hermetically sealed Fruits, with or without sugar, in tin cans or common bottles ; also, 
Rules for Preserving Fruits in American and French styles, with tried Receipts tor 
making Domestic Wines, Catsups, Syrups, Cordials, ete, and practical directions for 
the Cultivation of Vegetables, Fruits, and Flowers, destruction of insects, etc. By Mrs. 
E. F. Haskell. 


II. 
SHAKESPEARE. A new and beautiful Illustrated Edition. Edited by 
Mary Cowden Clarke, author of a Concordance to shakespeare. In 2 vols., 8vo, and 
in i vol, 


Il. 
A HISTORY OF CIVILIZATION IN ENGLAND. By H. T. Buckle. Vol. ITI. 


Iv. 
HOPES AND FEARS. By the author of “ The Heir of Redelyffe.” 
WASHINGTON 
In 2 vols , 8vo, 
with a Memoir 


Vv. 

THE LIFE AND WRITINGS OF THE RT. REY. GEO. 
DOANE, D, D., LL. D., for twenty-seven years Bishop of New Jersey. 
Containing his Poetic al Works, Sermons, and Miscellaneous Writi ngs; 
by his son, Wm, Croswell Doane. 


Vi. 
NOTES ON THE PARABLES CONDENSED. By R 
M,. A, 1 vol., 12mo. 


Vil. 
MACAULAY’S LATER MISCELLANIES. 
: Vill. 
THE ILLUSTRATED HORSE DOCTOR; being an accurate and detailed 
account, accompanied by more than 400 pictorial representations of the various dis- 
eases to which the equine race are subjected ; together with the latest mode of treat- 
ment, and all the requisite prescriptions, writlen in plain English. By Edward May- 
hew, M R. CU, V.&8., author of * The Horse's Mouth,” “ Dogs: their Management,’ 
Editor of Klain’s Veterinary Art, &c 


THE N 


Knowledge. 


ichard Chenevix Trench, 


1 vol., 12mo. 


NEW AMERICAN CYCL OPADI A: a Popular Stetionary of General 
Edited by George Ripley and Chas. A. Dana, Vol. XI. 


AMERICAN PUBLISHERS’ 














CIROULAR 


i ahs Pu \DE LPHIA. 
JUSTICE To 1 THE SOUTH, 


A NEW 7 BOOK, 
ND ONE DESTINED TO CREATE A SENSATION. 











JUST PUBLISHED, 


THE SUNNY SOUTH: 


Or, THE SOUTHERNER AT HOME. 
EMBRACING FIVE YEARS’ EXPERIENCE OF A NORTHERN GOVERNESS IN THE 
LAND OF SUGAR, RICE, TOBACCO, AND COTTON 
Edited by Professor J. H. INGRAHAM, of { Mississippi. 
Price, $1 2 


Handsomely bound in one volume, 12mo, 526 pages. 


Tue Sunny Sovutn —‘ We have rarely peeped within the covers of a more appetizing 
volume, Although not intended as an answer to the foul untruths in the Uncle Tom trash 
of the last ten years, it nevertheless does unmercifully hurl back to their source all lies of 
such a nature, and we are glad to believe that the book will be read in thousands of north- 
ern homes. The sovth also should take to it benignantly, for independently of its truth- 
fulness and integrity, it is one of the liveliest and most entertaining books of the year,”"— 


Times, Greensboro’, N. C. 


THE WRITINGS 


OF THE 


Rev. J. H. INGRAHAM, LL. D. 


New and Illustrated Editions. 


THE THRONE OF DAVID, 


One Volume, 12mo, Cloth. 603 pages. Price, $1 25 
THE PILLAR OF PIRE. 
One Volume, 12mo. Cloth. 600 pages. Price, $1 2 


THE PRINCE OF THE HOUSE OF DAVID. 


One Volume, 12mo, Cloth. 472 pages, Price, $1 25. 





BOOKS RECENTLY PUBLISHED. 

THE LADIES’ BOOK OF ETIQUETTE, and MANUAL OF POLITENESS. 
A Hand-book for the use of Ladies in Polite Society, By Florence Hartley. 12mo, 
cloth, 340 pages. Price, $1. 

THE GENTLEMEN’S BOOK OF ETIQUETTE, and MANUAL OF POLITE- 
NESS. Being a complete Guide for a Gentleman’s Conduct in all his relations toward 
society. By Cecil B, Hartley. 12mo, cloth, 340 pages Price, $1. 


THE HOME-BOOK OF HEALTH AND MEDICINE; or, the Laws and 


Means of Physical Culture, adapted to practical use. By W. A. Alcott,M. D. With 
$1 Illustrations, Large 12mo, cloth, 500 pages. Price, $1 25. 

THE OLD FARM HOUSE. By Mrs. Caroline H. Butler Laing, with Six 
splendid Illustrations, i2mo. cloth, 461 pages. Price, $1. 7 


THE LIFE AND TIMES OF GEORGE WASHINGTON. By S. M. Smucker, 


LL D., author of “ The Lite of Thomas Jefferson,” “ Life of Alexander Hamilton,” etc., 


etc. 12mo, cloth, 432 pages, with Steel Portrait. Price, $1. 
THE LIFE AND TIMES OF HENRY CLAY. By 8. M. Smucker, LLD., 
author of the “ Lives of Washington,” “ Jefferson,” etc. 12mo, cloth, 432 pages, Steel 


Portrait. l’rice, $1. 


LIFE OF ANDREW 


Memorable Achievements ot the 


JACKSON. Containing an Authentic History of the 

American Army under General Jackson, before New 
Orleans. By Alexander Walker. 12mo, cloth, 414 pages. Price, $1. 

LIFE OF BENJAMIN FRANKLIN. By O. L. Holley. With Steel Portrait 


and six Illustrations. I2mo, cloth, 468 pages. Price, $1 


LIVES OF THE SIGNERS OF THE DECLARATION OF AMERICAN IN- 


DEPENDENCE, By B. J. Lossing. Steel Frontispiece, and Fiity Portraits, 12mo, 
cloth, 384 pages. Price, $1. 

LIFE OF CAPT. JOHN SMITH, of Virginia. By W. Gillmore Simms, II- 
lustrated. 12mo, cloth, 379 pages. Price, 1. ? 


THE THREE MRS. JUDSONS, the Female Missionaries. By Cecil B. Hartley. 


A new and carefully revised edition, with Steel Portraits. I2mo, cloth, 319 pages. 
| Price, $1 
KIT CARSON, Lire or Cinrtstopurr Carson, the celebrated Rocky Mountain 
Hunter, Trapper, and Guide, By Charles Burdett. With Six Illustrations 12:mo, 
cloth, 374 pages, Price, 81. 


| 
| 


| 





The attention of the Trade is called to these Popular Books, 
A most Liveral Discount is offered, 


Send for a Trade Catalogue, and address all orders to 


GEO. G. EVANS, Publisher, 


si No. 439 CHESTNUT STREET, PHILADELPHIA. 
37.2) 
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ANNUALS AND CIFT-BOOKS. 


SUPERBLY ILLUSTRATED AND APPROPRIATELY BOUND. 


PUBLISHED BY 


LEAVITT & ALLEN, 24 WALKER ST, 


BOOK OF 


Fourteen Illustrations, photographed by Ivrxacet 


RAPHA 


L,’7§ 


S MADDON 


Elegantly printed on nat paper, and superbly bound in Ne Morocco, 


NEW YORK. 
NAS. 


Quarto, 


SRA YH’S BELECcw: 


With 32 beautiful Illustrations, and Colored Border. 


THE CENTRE TABLE. 


A superb new Gift-book. 


AMERICAN LANDSCAPE ANNUAL, 
THE LEAFLETS OF MEMORY. 
THE KEEPSAKE. 

THE GEM OF THE SEASON, 
FRIENDSHIP’S OFFERING, 

THE GEM ANNUAL. 

THE FORGET-ME-NOT. 

THE TOKEN, 

THE LADIES’ ANNUAL. 





With Fifty fine Steel Engravings. 


THE RELIGIOUS SOUVENIR. 


THE MOSS-ROSE 

TUE PASSION-FLOWER. 
MEMORY'S GIFT. 

THE SNOW-FLAKE, 
THE EVERGREEN. 
FRIENDSHIP’S GIFT. 
GIFT OF AFFECTION, 
TUK PHILOPOENA, 


Elegantly printed on toned paper. 


toyal quarto. 


JUVENILE’S FORGET-ME-NOT 





Quarto, 


THE EMBLEM. | 
THE LAUREL WREATH 
TUE CHRISTIAN KEEPSAKE, 
YOUTH’S KEEPSAKE. 


LADIES’ SCRAP-BOOK, 


THE PET ANNUAL. | 
THE VIOLET. 
THE ROSE BUD. 


Bound in Turkey Morocco, 


Bound in Turkey Morocco, Full Gilt, and Antique. 


THE HUMMING BIRD. 

THE SOUVENIR GALLERY 
BOOK OF THE BOUDOIR, 
THE DIADEM. 

TOKEN OF FRIENDSHIP. 
THE CASKET. 

THE MAGNOLIA, 

THE AMARANTH. 
KEEPSAKE OF FRIENDSHIP. 


THE GARLAND. THE LADIES’ WREATH. TUE LADIES’ GIFT. 


{3" The above comprise all the Annuals formerly published by Messrs. Pattitrs, Samrson & Co, 


LEAVITT & ALLEN’S ALBUMS.—The largest assortment ever issued, consisting of all the different sizes and styles of binding wanted in a 


Wholesale or Retail Trade. They are all manufactured of superfine paper, assorted colors, illustrated with fine Steel E ugravings. The assortment com- 


prises more than 
ONE HUNDRED AND FIFTY VARIETIES, 


Embracing the different sizes and styles of binding. Retail Prices range from 75 cents to $10 each. 
SCRAP-ALBUMS.— Illuminated and Embossed. An entirely new style of books, never before manufactured in this country. 


LEAVITT & ALLEN’S NEW QUARTO BIBLE. 


Printed on superfine paper, and elegantly bound in various styles. 


CHILD’S PLEASURE LIBRARY—Beautifully printed on tinted paper, in color, six kinds, Large quarto. 


STANDARD POETS, IN FINE BINDINGS. 
DESIRABLE AND SALABLE EDITIONS, IN ROYAL OCTAVO, TWELVEMO AND SIXTEENMO. 


Our ELEGANTLY ILLUSTRATED EDITIONS of the Standard Poets are second to none. They are of beautiful, clear, and large type, printed on sized 
and ealendered paper, illustrated with fine Steel Engravings, and bound in the best and most durable styles. We would call particular attention to 


these books. 
ROYAL OCTAVOS. 


In three different 


BURNS, POPE, | DRYDEN, | CAMPBELL & ROGERS, 
COWPER, SCOTT, | MOORE, HOMER, Pope's Translation, 
MILTON, BYRON, SHAKSPEARE, MOORE'S LALLA ROOKH, 


SCOTT'S LADY OF THE LAKE. 
UNIFORM EDITION IN TWELVEMO. 
TUPPER, LANDON, MILTON, 
SIGOURNEY, DRYDEN, POETS OF AMERICA, 
MOORE, | GOLDSMITH, POPE, 


BURNS, 
BYRON, 
CAMPBELL, 
COWPER, 
HEMANS, 


CHAUCER, LADY OF THE LAKE, ROGERS, 
SPENCER, LALLA ROOKHU, SCOTT, 
SHAKSPEARE, SHELLEY. 


The above in various desirable styles of binding. 


“BLUE AND GOLD” SERIES. 
Beautiful Pocket Edition of the most popular and favorite Poets. 12 vols, 24mo. Elegantly printed on superfine paper, and handsomely bound in blue 
muslin, gilt edges, and Turkey morocco antique. Each volume with Steel Frontispiece. 


Stith WA VYRReRE NOVY HLS. 


Five Volumes. 8vo. In various styles of binding. 


LEAVITT & ALLEN, Publishers, 24 Walker Street, New York. 
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NEW YORK. 
Just Published. 


Glimpses of Ocean Lifo ; 
OR, ROCK POOLS AND THE LESSONS THEY TEACH. 


By J. Harper, F. R. 8. 8, A., author of “ Seaside and Aquarium.” With numerous illus- 


trations by the author. 12mo., muslin, $1 25. 





Our Trip to Egypt. 


By the author of the “ Better Way,” &c. With numerous illustrations, 
muslin 50 cents. 


Foolecap 8vo., 





Travel Pictures ; 


OR, SCENES AND ADVENTURES IN FOREIGN LANDS. 


By B. B. Foolscap 8vo., muslin. With illustrations, 75 cents, 


The World’s Birth-Day. 


“In the beginning God created the Heavens and the Earth.” By Professor Gaussen, A 
Book for the Young. Foolscap &vo., muslin, Illustrated, 75 cents, 





A New Edition of 
Prayers and Offices of Devotion, 


For the use of families. By Benjamin Jenks. Foolscap 8vo., muslin, 50 cents, 


THOMAS WELSON & SONS, 
137 Grand Street, W. ¥. 





N. we 5. 
BOOKSELLERS 
Throughout the Country 


Who are desirous of establishing frequent com- 
munication with a competent Jobbing House in 
this City, for the picking up of their miscel- 
laneous orders, supplying the new publications as 
they appear, and packing bundles from other 
houses; will find their wishes faithfully and ex- 
peditiously accomplished, by sending to 


RUDD & CARLETON, 


Publishers and Booksellers, 
130 GRAND STREET, NW YORE . 





PHILADELPHIA. 


a . 





FROM THE PRESS 


OF 


J. B. LIPPINCOTT & CO. 


Science a Witness for the Bible. 
BY REV. W. N. PENDLETON, D. D., of Lexington, Va. 12mo. $1. 


“ We cordially commend this judicious work to the attention of those who would ac- 
quaint themselves with the present position of the discussion that is always going on 
between scientific men and the advocates of a literal interpretation of the Bible.”— The 
Press. 

“Every thoughtful mind must interest itself in this debate, standing ready to receive 
with gratitude any real contribution towards the settlement of the great question; sucha 
contribution is afforded by the present work. . . . . . . Itis at once scientific and 
orthodox, and the writer accomplishes the difficult feat ot steering in safety between 
Scylia and Charybdis.”—Jnquirer. 

“ We commend the work to general study as the most recent and the most complete 
defence of Christianity that can now be secured.”"—E£piscopal Recorder. 


“* Well worthy the perusal of every intelligent Christian.”—Boston Post. 


Occasional Productions, 
POLITICAL, DIPLOMATIC, AND MISCELLANEOUS, ineluding, among 


others, a Glance at the Court and Government of Louis Philippe, and the French 
Revolution of 184, while the author resided, as Envoy Extraordinary and Minister 
Plenipotentiary from the United States at Paris. By the late RICHARD RUSH. 
Edited by his Executors. (Just published.) 1 volume. &vo. $2 25. 


** Will be a book of great value and interest.”—Philadelphia Ledger. 


Memoranda Wedica; 
OR, NOTE-BOOK OF MEDICAL PRINCIPLES: being a Concise Syllabus 


of Etiology, Semeiology, Nosology, General Pathology, and General Therapeutics. 


For the use of Students. By HENRY HARTSHORNE, M.D. 12mo. $1. 
The Wountain. 
BY R. M. S. JACKSON, M. D. 1l volume. 12mo. §1 50. 


The Black Gauntlet. 
BY MRS. HENRY R. SCHOOLCRAFT, wife of the Indian Historian. 1 


volume, 12mo. $1 25. 


IN PRESS. 


Description of the Coins, .incient and 
eModern, 
IN THE CABINET COLLECTION AT THE MINT OF THE UNITED 


STATES. Prepared and arranged under the direction of JAS, ROSS SNOWDEN, 
Director of the Mint. 8vo, 


Medals. 
THE MEDALLIC MEMORIALS OF WASHINGTON, together with the 


National and Miscellaneous Medals in the Cabinet of the Mint, with some Notices of 
the Ores, Minerals, &c., placed therein. By JAMES ROSS SNOWDEN, Director 
of the Mint. l volume. 8vo. 


ef Volume of Poems. 
By A. J. REQUIER, Esq., of Mobile, Ala. 


12mo, 





AND LIT 
NEW YORK. 


SON BROTHERS, 


YORK, 


MA 


NOS. 5 & MERCER STREET, NEW 


HAVE JUST PUBLISHED 


A Journey in the Back Country. 


ICK LAW OLMSTED, author of “ A Journey in the Seaboard 
,” “A Journey in Texas,” “ Walks and Talks of an American Farmer in 
492 pages. 12mo. Cloth, $1 25. 


This is the third and last of Mr. Olmsted's series of volumes on our slave States, 


By FREDER 
‘tates 
England,” &c 


Slave st 





From the New York Tribune. 

«“ Mr. Olmsted certainly possessed many peculiar advantages for the preparation of an 
imposing and authentic work on this subject. Combining a singular fairness ot mind with 
exact and effective habits of thought, a rare degree of intellectual integrity with great 
practical experiepce, he was well qualitied to obtain an accurate view ot the ficld which 
he bad undertaken to explore, and to present atrue report of his impressions, without 
conceslment or exaggeration, ‘ The results, which he has described with such 
graphic distinctness of portraiture, are not of a character to gratify the advocates of 
slavery ; but no one can justly complain of the spirit and manner with which he engages 

‘ . . + + « The natural simplicity and quaint humor of his nerrative 
are adapted to disarm even the most inveterate prejudice of hostility. In addition 
to the racy account of personal adventure—if that term may be applied to the experience 
of the writer, on his often perilous and always exciting journey, and the fund of entertain- 
ing, illustrative anecdote with which this volume abounds—it contains much grave dis- 
cussion on the moral and political aspects of slavery, which afford perpetual food for 
retlection, even if its results may not always be desiring conclusions,” 


in the discussion, 


From the Boston Transcript 
“It isa record by a shrewd, calm, and thoroughly trustworthy person, of an exten- 
sive series of observations made during a tour through the interior Cotton States. Common 
sense is the inspiration of the book, and its statements muet influence the opinions of all 
men who make a boast of possessing that quality.” 
THE SERIES NOW INCLUDES, 


A JOURNEY IN THE SEA-BOARD SLAVE 
STATES. 724 pages. Price, $1 25. 


A JOURNEY THROUGH TEXAS. 516 pages. 
Price, $1 25, 


A JOURNEY IN THE BACK COUNTRY. 
492 pages. Price, $1 25. 


The preceding volumes were received with great favor by the American 
and English press, as entertaining, comprehensive, faithful, and picturesque. 





Life in the Desert; 


RECOLLECTIONS OF TRAVEL IN ASIA AND AFRICA, From 
the French of Colonel L. DU COURET, (Hadji-Abd’el-Hamid-Bey, Ex-Lieutenant of 
the Emirs of Mecca,) Yémen wnd Persia; Delegate of the French Government to 
Central Africa, Member of the Socicté Orientale, Académie Nationale, &c. 502 pp. 
12mo. Cloth. Price, $1 25. 


OR, 


One of the most interesting books of its class, and has met with great success in 
Paris, 

“We do not remember to have seen, in all our varied readings upon the East, the 
camel, the caravan, the desert, the encampment, so accurately and graphically pictured, 
It is a book of remarkable vivacity and freshness—entertaining, instructive, sometimes 
highly exciting, as some thrilling adventure is portrayed, but ordinarily bearing the quiet, 
beauty and the majestic stillness of the scenes through which the author traveled,”—New 
York Independent. 

“No other book with which we are acquainted gives so vivid an account of desert life 
and travel, and of the dispositions, habits, and manners of the Arabs, Not the least at- 
tractive portion of the volume consists of the Arab tales, which the author collected in his 
wanderings, and which never before have been in print.”— Boston Transcript. 

“One of the most interesting and startling books of travel we have read since the 
publication of M. Huc's extraordinary narrative of his adventures in China. Indeed, we 
preter Du Couret to Huc. His style is quite as simple, and he is more instructive and 
curious.”—New York Dispatch 

“ As original as any book well can be in this weary old age of the world,”— Boston 
Traveler. 

“One of the most interesting books of travel, adventures, tradition, and fiction, ever 
offered to the public.”— Boston Express. 

“A genuine con'ribution to the literature of travel. . . . . . Original in manner 
and matter. - . + The most complete representative of the life of the children of the 
desert ever afforded,”—New York Evening Post. 

“Witty, poetical, new, various, strange, and instructive.”—Philade Iphia American, 


Published by MASON BROTHERS, 


5 & 7 MERCER STREET, NEW YORK. 
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TE. 


COLUMBUS, OHIO. 














POLITICAL BOOKS. 


LIVES OF LINCOLN AND HAMLIN, 


BY WM. PD. HOWELLS and JOIIN L. HAYES. 


With fine Steel Portraits. Price, $1 


This edition has been hailed everywhere by the Press as the handsomest, most com- 
plete, and readable of any of the Lives published, 


lvol. 12mo. 404 pages, 


THE DEBATES IN ILLINOIS 


LINCOLN & DOUGLAS. 


Cloth, 50 cents ; paper, 35 cents, 
: The Publishers fee] that a simple statement of the fact that 31.676 Copies have been 
printed to supply the demand, will prove sufficiently the public estimation of ite value. 


Ill. 
THE CAUCUSES OF 1860; 
OR, 


A RISTORY OF ALL THE WATIONAL POLITICAL CONVENTIONS: 


BY M. HALSTEAD, 


Editor of Cincinnati Commercial. An eye-witness of them all. 


1 octavo vol. Cloth, 50 cents; paper, 35 cents. 


FOLLETT, FOSTER & CO., 


PUBLISHERS, COLUMBUS, 0. 


36.2t. 





EEN VELOPrvsEs. 


RLIN & JONES, 


ee) 







*, Pink, Light 


Embossed 


’ 
, 
c. 


An 


Letter, Bath, Cap, Epistolary 


sizes, weights, and qualities of 
and Legal ENVELOPES, together with various other 





, Weddin 





lilet, 





all 


anary, Straw, 


> 


BERLIN & JONES, 


No. 134 WILLIAM STREET, NEW YORK. 





= 


a 
& 
= 
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Drug, Note, I 


The Trade furnished at the lowest market prices 


Samples sent to the trade when desired, 





= 
= 
“_ 
= 
- 
= 
7 
= 


Manufacturers of 


White, 
Pay, 
styles. 





| 


A. FULLARTON & CO., 
OF EDINBURGH, 


HAVE OPENED AN ESTABLISUMENT AT 
Is? BROADWAY, NEW YORK, 


The Firm in this countey will be FULLARTON, MACNAB & CO., and will keep in 
stock a supply of their various Publications, in parts and divisions, as well as complete. 


Catalogues sent on application. 
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CHARLES SCRIBNER. 


ENGLISH LUBLISRERS’ DEPOL. 


CHARLES WELFORD 





SCRIBNER & CO., 
COMMISSION BOOKSELLERS AND IMPORTERS, 


Agents for “ Bohn’s Libraries,” the Oxford University Press, and the leading Publishing Houses of England and Scotland. (Special Orders despatched 
by every Steamer.) 


BROOKS’ BUILDING, CORNER OF BROADWAY AND GRAND STREET, NEW YORK. 
New English Books, received in small quantities, by late Steamers. 


SPLENDID (LLUSTRATED BOOKS, 


JUST RECEIVED. 


‘A Present fit for a King.”—Atheneum. 





1L—THE ART TREASURES OF THE UNITED KINGDOM, consisting of 
Selections from the Manchester Art Treasures Exhibition, 1857, one Magnificent Vol- 
ume, Folio, comprising One Hundred and One Plates, in Colors and Gold, and 84 
Wood Engravings of the highest class, with descriptive Essays, by George Scharf, 
Digby Wyatt, Owen Jones, &c., antique calf extra, elegant, full gilt sides and 
edges, . . . . . : : $120 00 


Il.—“ SOME OF MY BUSH FRIENDS IN TASMANTA,” or the Flowers, 
Fruit, and Insects of Australia, Colored in fac-simile of the Exquisite drawings of 
Mrs. Meredith (late Miss Twamley, author of “ Our Wild Flowers”), with descriptive 
Poems, &c. 1 vol. small folio, 28 plates richly Colored in Novel and Elegant Bind- 
ing, . ° . . $12 00 


IIL—SCOTLAND DELINEATED. Its Picturesque and Romantic Scenery 
and Remains, in 72 Drawings by Harding, Cattermole, and all the leading artists ; 
beautifully printed in Colors, with Letter Press by J. P. Lawson, 2 vols. small folio ; 
half morocco, gilt edges, ° ° ° . ° . . $24 00 


IV.—ARCHITECTURAL SKETCHES FROM THE CONTINENT, or Scenes 
of Views and details of original and striking Gothic Buildings, &c., by R. Norman 
Sharo. 1lvol. folio, 100 Beautiful Plates, drawn on stone by the author, $22 50 


V.—THE ART OF ILLUMINATING, as Practised in Europe from the 
earliest times, Mlustrated by Initial Letters and Alphabets, richly eMblazoned in Gold 
and Colors, selected from the choicest remains of Medieval art, with Essay, and In- 
structions for practice at the present day by Mr. Digby Wyatt, 1 vol. 4to., cloth an- 

tique, richly gilt, . ° ° ° . ° . ° ° $20 00 

VI.—THE LAKE SCENERY OF ENGLAND, from Pictures by J. B. Pyne, 
Esq. ; 25 beautiful plates, printed in colors, with wood-cuts, illuminated title, and de- 
scriptive text, 4to, extra gilt, . ° . . . ° ° $6 00 


VII.—TURNER’S “LIBER STUDIORUM,” Illustrative of Landscape com- 
positions, by J. M. W. Turner, R. A., a selection of Fifteen of the best plates, executed 
in fac-simile of the original. 1 volume, folio, cloth, ‘ ° ‘ $6 00 


VIII.—ARCHITECTURE NUMISMATICA, or Architectural Medals of Clas- 
sic Antiquity, illustrated and explained by Comparison with the Monuments, with 
copious texts and 100 Lithographs and Wood-Cuts, by Prof: T. L. Donaldson, royal 
8vo. e ° ° ° ° e . ° ° e 318 00 


IX.—THE CAMPAIGN IN INDIA, 1857-58, from Drawings made during 
the eventful period of the Mutiny; Illustrating the Military operations during the 
siege of Delhi, by Captain George T. Atkinson, 1 vol. folio, 26 splendid plates printed 


in colors, cloth, gilt, ; > “ . ‘ : $ls 00 


X.—CURRY AND RICE“ on Forty Plates ;” or Ingredients of Social Life at 


“Our Station.” Forty double-tinted comic plates, by Captain George F. Atkinson, 
with descriptive text, cloth, gilt, . ° e ° ° ° $6 00 


XI.—THE HILLS AND PLAINS OF PALESTINE, being Scenes and Char- 
acters from Sketches made by Miss M. L. Culsley, comprising the principal objects of 
interest in Jerusalem, the Inhabitants, and the Surrounding Country. 1 vol. 4to, with 
30 fine Illustrations in colors, cloth, gilt, ‘ ° r A ‘ $10 00 


XII.—THE WAR IN ITALY, a Series of Forty Brilliant Illustrations from 
Drawings made during the Campaign by Signor Carlo Bupoli of Turin, with Historical 
Narrative by the Correspondent of The London Times. Giegenty bound, $6 00 


(To be continued.) 


BOHN’S LIBRARIES. 


NEW VOLUMES JUST RECEIVED, 
THE ILLUSTRATED LIBRARY. 


I.—THE NAVAL AND MILITARY HEROES OF GREAT BRITAIN; OR, 
CALENDAR OF VICTORY ; being a Record of British Valor and Conquest, by Sea 
and Land, on every day in the year, fromthe Reign of William the Conqueror to the 
Battle of Inkermann. By MAJOR JOHNS, R M., and LIEUT. P. H. NICOLAS With 
Chronological and Alphabetical Indexes. Illustrated with 24 Portraits, engraved on 

3 Cloth gilt, $1 75 


Steel. One large and rich volume of 650 pages. 

II.—THE SETTLERS IN CANADA. Written for Young People. By 
Capt. MARRYATT. New edition, with Illustrations by Gilbert and Dalziel. 1 vol, 
Cloth, gilt, re ‘“ ‘ ° ° . . . . . . 1 25 


The other late issues of Bohn’s Illustrated Library, which comprises some of the 
cheapest and most elegant embellished books ever published, are— 


RELIQUES OF FATHER PROUT, With 21 etchings by Maclese, 2 00 
PARIS AND ITS ENVIRONS, 28 Steel Plates, i ° ° ‘ 1 3 
ADVENTURES OF GIL BLAS, 34 Plates, ‘ " rn ° 1 75 
PETRARCH’S WORKS, First English Translation, 16 Plates, 1 25 
CAPT. MARRYATT'S “ PRIVATEERSMAN,” 10 Steel Plates, . P 1 25 
BUTLER’S HUDIBRAS, with Notes and Illustrations, . ° ° ° ° 1 25 


THE HISTORICAL LIBRARY. 


I.—MEMORIALS OF JOHN HAMPDEN: his Party and his Times. * By 
LORD NUGENT. With a Memoir of the Author, and a General Index; illustrated 
with 12 Portraits, engraved on steel. 1 vol., cloth, gilt,  . . : . . 25 
The other volumes of “THE HISTORICAL LIBRARY,” a new series, comprising 

the most valuable and popular Memoirs, Biographies, Corresponaence, and Illustrations of 

History, are— 

JESSE’S MEMOIRS OF THE COURT OF ENGLAND UNDER THE STUARTS. 3 vols., 
40 Steel Portraits, ° ° ° ° ° ° 3 75 





JESSE’S MEMOIRS OF THE PRETENDER. 1 vol., 6 Plates, . ° ° 1 25 
SAMUEL PEPY’S DIARY OF THE TIME OF CHARLES II. 4 vols 8vo. 30 plates, 5 00 
JOUN EVELYN'’S DIARY AND CORRESPONDENCE, 4 vols., 25 plates, « ° 5 00 
N.B.—Complete Catalogue of “ Bohn’s Libraries” forwarded on application. 
Y r aa y r 
THE CAXTON NOVELS. 
BLACKWOOD’S ELEGANT LIBRARY EDITION. 

COMPLETE IN TEN VOLUMES. 

THE CAXTON NOVELS, by Sir EDWARD BULWER LYTTON, comprising, 
THE CAXTONS; a Family Picture. 2vols, . ‘ ° ° . . ‘ 2 50 
“MY NOVEL,” by Pisistratus Caxton; or, Varieties in English Life. 4 vols., . 5 00 
“WHAT WILL HE DO WITH IT?” By Pisistratus Caxton. 4 vols., . 5 00 

12 50 


The set complete, 10 volumes, cloth, gilt. 


This beautiful Library Edition of Sir Edward Bulwer Lytton’s Novels has long been a 
desideratum in the literary world. The type, paper, and general “ getting up,” are equal, if 
not superior, to those of any similar series, and combine to realize the bean-idcal of an ele- 
gant, convenient, and readable edition. The Caxton Novels have an individuality of their 
own, so marked that they form, naturally, a separate division of Sir E. bulwer Lytton’s 
Works of Fiction, and are now complete. They will be foilowed by his “HISTORICAL 
ROMANCES,” ** ROMANCES,” and “ NOVELS OF LIFE AND MANNERS,” in uniform 
style—a volume being published every month, and regularly supplied by 8. & Co, 





Che Upper and Lower Amoor. 


THIS DAY RECEIVED. 
TRAVELS IN THE REGIONS OF THE UPPER AND LOWER AMOOR, 


and Russian Acquisitions on the Confines of India and China, with Adventures among 
the Mountain Kirghiz and the Manjours, Manyargs, Toungouz, Tourmenz, Goldi, and 
Gelyaks, the Hunting and Pastoral Tribes, 

By THOMAS W. ATKINSON, F. G. S., &c, 
author of “ Oriental and Western Siberia.” 1 elegant volume, royal octavo, with Map 
of the Author's Route and 83 fine illustrations trom original drawings, Cloth, gilt, 12 00 


This splendid volume introduces the reader to a new world, untraversed before by the 
foot of a European traveller, with all its virgin richness of scenery—the. grandest and wild- 
est combinations of Mountain, Lake and Desert, unequalled in eublimity by any other por- 
tion of the earth's surface. Mr. Atkinson is master both of the pen and pencil, as this 





superb volume testifies. 





Joun F. Trow, Painter, 50 Greene STREET, New Youre. 





